J. TYLOR & SONS, 2, NEWCATE STREET, LONDON, 

SAXITA li Y PJ NYi I XEERS. 


The Valve Closet, with bottom outlet, is superior 
to any other kind of closet, 

For the follcnving reasons : — 

In addition to the ordinary traj> there is ,t round 
valve covered with r lean water, v.hnh priMnts an\ 
possibility of slwcj gas escaping into tin* 1h»um 
through evapor.it ion, or s\ phoning of tin water out nou*d<*vj, 
of the trap. When the < IoslI in opt rat* d. this water 
weighing about 10 lbs, ts suddenly dropped int< 
the trap, tairvmg i\m\ thing with it 
The regulation 2-gallon llush is thin 
discharged into the basin, flushing both 
it and the trap, uhuh it !ea\es lull of 
clean water. 'The water is disth.ngid 
in the direction of the trap, so that tin 
force of the flush is un< he< kid 

(This Closet is much better than 
the Side-outlet Valve Closet.) 



Drawing shewing the .action of J. Tylor 8c Sons’ 
Valve Closet 



Pedestal Compound Closet. 


The “ Compound " Pedestal Closet 
is superior to any other f orm 
of Pedestal Closet, 

/ the A'///';. va\' /<»/ < m 

1 hi t«'iii-(it tin (lush i«> i M-ttid 
directly on tin w.itii in the trap 
1 hi'ii' is no < up in w 1 1 ii h u <. » in lent 
< >! water is broken up, and the soil 
w.ishul about, in itlii ‘1 iN tin re an\ 
pail ni llu baNin ulmh is not sub- 
jn tid 1 1 » the ihie« t .»< tmn of the 
•lushing water 


Closets of the "Washout" type are most 
objectionable, 

(“ Washabout " would be a more correct ft pm ) 
For i n l* koi i ow ini. Kiaminn 

The force ol the thish in almost destroy td b\ »lu 
effort of lilting the soil fiom tin i up \. o\ti tin Win H. 
Its force is still luithei spent against tht front wall 
The current ot water being thus luokcn up, the soil 
follows the difletcnt eddies, and adheres to the walls at 
O ami P, whcic it is unsightly and loniammatcs the air 
of the loom. The force ot the water being thus entirely 
destroyed Irofoic it reaches tlu* trap, into which it trickles 
|irn potent l > , u lusutticient to ilcat the trap at each dis 
charge, the soil frequently untuning there until the closet 
has been Hushed 5 or t> times. In this way, not only is 
tne air contaminated, but the water m the trap lnrcomes 
foul and injurious to health. 

These Closets have been condemned by all the leading 
Sanitary Engineers, and are quite as objectionable 
as the old Pan Closets. 



Drawing allowing the defect* of the objectionable closets 
of the Washout kind. 
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PATENT FLUSHING 
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TROUGH URINALS 
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PREFACE TO THE THIRD EDITION. 


The issue of a Third Edition of this work alone suffices to show 
that it has met and still meets a need. It is also evident that the 
Explanatory Notes, Diagrams, Judicial Decisions, and other matter 
bearing upon the application of the Model Byelaws issued by the Local 
Government Board, have facilitated the work of Sanitary Authorities 
and their Officers in the preparation and administration of codes of 
byelaws within their districts. The Publishers have further learned 
with satisfaction that the work has been found useful to architects, 
builders and others. 

With a view of rendering the work still more helpful in these 
several directions, care has been taken to bring it up to current date 
in each of the matters dealt with New byelaws, which have been 
prepared to meet special wants, and which have received the approval 
of the Local Government Board, have been added ; fresh explanatory 
Annotations and Diagrams have been inserted ; and recent Judicial 
Decisions on the subject of byelaws and their interpretation have been 
carefully summarised. And with a view to facilitate rcfciencc to the 
latter, these decisions have been transferred from the Appendix, and will 
be found embodied in the Annotations dealing with the several subjects 
to which they relate. In short, the work has been compiled and revised 
under circumstances which enable the Publishers to issue it with every 
confidence that it will be found correct in all its details. 


90 Fleet Street, E.C., 
June, 1890. 




PREFACE TO THE SECOND EDITION. 


If proof were wanting that a wide demand existed for the 
issue of Explanatory Notes and Diagrams as to many of the 
Model Byelaws of the Local Government Board, it has been 
afforded both by the rapid sale of the First Edition of this 
work, and also by the continued applications which the Pub- 
lishers receive from Sanitary Authorities and their Officers, 
Architects and Builders for further copies, and which have 
rendered it necessary to issue a Second Edition. 

In compiling the present issue the Publishers believe that 
they have largely added to the value of the work. In the 
first place, the Annotations have been extended to two more 
series of the Model Byelaws, namely, those relating to Common 
Lodging-Houses and to Slaughter-Houses, and thus explan- 
tory notes and diagrams are now available as to the five 
series which are most generally adopted by Sanitary Authorities. 
Additional diagrams have also been prepared with a view of 
illustrating the meaning of certain clauses in the series relating 
to New Streets and Buildings. Further, a third Appendix 
has been prepared, in which the Publishers, whilst not pro 
fessing to give an exhaustive summary of all the judicial 
decisions relating to byelaws, make reference to those judg- 
ments which, in practice, most frequently require consideration. 
And lastly, the Publishers are confident that the work has 
throughout been so revised and added to as, in every respect, 
to bring it up to current date. 

90 Fleet Street, E.C., 

March, 1885. 




PREFACE TO THE FIRST EDITION, 


Few contributions affecting questions of local government are 
calculated to have a more important influence on the future 
sanitary administration of this country than the recently com- 
pleted issue, by the Local Government Board, of their series 
of Model Byelaws. 

The large demand which has been made for them by sanitary 
authorities and others, has shown the value which attaches to 
them, and the extent of their adoption would have been even 
greater than has actually been the case, had it not been for the 
necessarily somewhat complex and detailed nature of many 
clauses, the precise scope of which it was requisite to define. 
Indeed, it is within the knowledge of the publishers that hesita- 
tion on the part of sanitary authorities to adopt the byelaws, 
has been largely due to the want of some trustworthy expla- 
nation both as to the precise meaning of some of the clauses, 
and as to the grounds on which it has been deemed necessary 
to include others in the several series. 

These remarks apply with special force to those byelaws 
which relate (a) to the Cleansing of Footways, Ashpits, 
Privies, &c., and to the Removal of House Refuse ; (6) to 
the Prevention of Nuisances and the Keeping of Animals ; 
and (c) to New Streets and Bui flings, and for this reason 
the publishers have decided to supply an edition of the model 
series as to these clauses, in which the wants indicated will be 
fully met. Full explanatory notes have been appended to 
each of the clauses, and, where necessary, diagrams have been 
prepared in order further to illustrate their meaning. In the 
preparation of the notes the publishers have taken care to 
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Preface. 

ensure that the information afforded should not only be in 
every respect correct, but that it should at the same tithe be 
based upon modern scientific and practical data. F^ins have 
also been taken to indicate clearly, in the several diagrams, the 
precise points to which attention should be directed, and a series 
of valuable lithographs showing the various methods by which 
the byelaws as to house-drainage may most efficiently be carried 
out, has been specially prepared for the work by Mr. Rogers 
Field, Member of the Institution of Civil Engineers. 

Several important modifications of, and additions to, the 
model series as originally published, have also been introduced. 
The modifications have reference, in the main, to points which 
local experience has indicated as necessary in certain districts, 
and both the modifications and the additions have in every case 
received the official sanction of the Local Government Board. 
Thus, clauses have been introduced dealing with such subjects 
as— the hours during which scavenging of privies, &c., should be 
carried out ; the construction of buildings of half-timber work, or 
with cavity walls ; the dispensing in certain cases with parapets to 
party walls ; the preparation, for building purposes, of land that 
has been excavated for brickmaking, and of other low-lying sites. 

Appendices containing information as to the required capacities 
of privies, ashpits, &c., and embodying the various clauses of 
the Statutes bearing upon the several byelaws, have also been 
prepared ; and with a view of facilitating reference, a copious 
index has been added to the volume. 

In conclusion, the publishers would express the confidence 
with which they submit the work, not only to members and 
officers of sanitary authorities, but also to architects, builders, 
and to all who are concerned, in one way or another, with the 
conditions which should regulate the future extension, and the 
sanitary administration, of districts in which they reside or have 
an interest. 

90 Fleet Street, E.C. 

January, 1883. 
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Hea ting A pp a RA TVS. 


&vm\bxfs gpcciafifr?. B'ttre Inform |Ur. 

UPWARDS OF ONE THOUSAND TESTIMONIALS RECEIVED. 

Combination of PURE WARM AIR & HOT WATER, 

\s .sum.u-:i> to 

Truro Cathedral ; Londonderry Cathedral ; Sherborne Abbey • Kihnore Cathedral ; 
Stanley Cathedral, Falkland Islands ; Cardiff Catholic Cathedral ; the Queen’s 
Schools Chapel, Eton ; and to upwards of throe thousand Places of Worship ; and 
a great number of Mansions, Houses, Hotels, Hospitals, Schools, Asylums, &c., 
Warehouses, Factories, and Workhouses. 


SHOPS! SHOPS! SHOPS! 

“West Lnd House, 74 A 75, Upper Mini, Islington, London, N. 

“ Matt h <>///, 1X90. 

*‘Mr ( 1 u 1 \ L>\ — Hear ^ir, — We h.m much pleasure in telling you tin. Heating \pparalus you hate 
placed to warm uur Costume and Mantle Show Rooms, at 74. I ppei street, is .1 p< rfect success. It gives oil 
a pleasant warmth without an) dust, smoke, <>r the disagreeable odour usually noticed 111 gas stoves. \s you 
told u«, so we hnd, that 1' produces warm, PURL air only. 

“Ill addition, it effectually piexents the WINlK)Ws * si I. \ MIN(i.' I his alone is a desideratum 
deserving the attention of ai 1 interested in the displa) of good*. W< an so pleased with the present one, we 
wish you to fix another at 75, Upper istreit. We will willingl) answer any inquiries, and show the ‘ Patent 
to anyone who may call. Vouis tiuly, T. h t Ncnri, Kvans & Co.” 


Book of Testimonials gladly forwarded gratis on application to 


JOHN GEUNDY, 

30, DUNCAN TERRACE, CITY ROAD, LONDON, and 
TYLDESLEY, near MANCHESTER. 


Telegrams, “ JOHN GRUNDY, LONDON.' 


N.B.— Perfect success guaranteed, or no pay. 
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THE BANNER SANITATION CO. 

Guarantee efficiency and economy in earning out thur system, and remedy defects, 
if any, for three years, fiee of < barge. 

The Banner System of House Drainage and ^Ventilation 

was Patch ted tn 1875, w»is » mbnim d m Hu \ I < »« J « : h\«lav. in 1877* an 1 n i>'>w iinix* really adopted. It is 
simplicity' itself, and < 11 1 ir< 1) rt *. 1 r 1 fl t l»e m< 1 11m w !iu h pr. >. an* d j u < \ i< >< 1 t< > n> mti * *duc ti* »n. Am alterations 
or pretended improvements in it, whili increasing if-. r<»-a. o*ti n s< n«»uH) lessen its tfh< lencv 


TESTIMONIALS. 

“The s)stcm deviled by Mi 
Hannj.k is as near perfection as 
may be.” Sanitarx Record 

“ Mr. I’annlk's System wili 
make any house absolutely sate 
from sewer g.is and noxious 
odours of any kind ’’ At c/i it ci / 

“The system lntiodiued by 
Mr. Han n kk has undergone a 
crucial test, and can only be 
looked upon as a great (ait 
accompli . ’ - J /< // < po/ita n ■ 


Fixed Finial Ventilatoi 
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l * I ha\e no hesitation in 
saying that Mr. IJ vnxkk’s System 
renders a house absolutely secure 
jgainst that most insidious of 
enemies sewer gas, and that the 
greatest credit is due to him for 
. haung succeeded in solving a 
problem which has hitherto 
baffled all the combined talent 
Vf of the best Sanitary Authorities 
) of the day, and .is regards other 
so-called \\ stems they are nearly 
all of them denved from the 
same source whether they adopt 
an extracting cowl or not." 

H ('. h 1 niKiN, R K., 

v k. /‘in/iiir. 
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Tin Banner Sy tom and Appliances lnw l»m m 1, m m. -il I\ t. si, d .m I niiiin,| ,mI u lnMi\taiit i«»i 
the wink 1 1 u'\ .m inti n li -1 l<> 1 omp iss, .11,. I Hi u mi. \ «.ujl t |.. U spi , ili< .1 |.\ aiJun i t-> gi 11. i.dlv 'I |r*\ wm - 
awarded 1 (.nil!. ^Si1\m. mil 1 I’.i. >11/1 Nh.ldai 1 ! 1 . International Health Exhibition, iSSj , and in 1SS2 
THE HIGHEST PRIZE OF THE SOCIETY OF ARTS i-.i tin Um mmhh .mm 1 ,.n i,t. m houses 

III t Ilf Ml tiopnlit.m .it .i m 1 lit lud.ji •, hi mi. .S|, K..I,, 11 k n\ Inis. >i* sn 1 *. lugla- ( ,.ili< u Sn II 'I 1 m man AN , M »J. 

The Banner Ventilators .m ilu Nti.»ng, si n.>» u iw, wu« l( \uid.d Hu ..nl> Gold Medal.it Hindis, 


and li ly lit* si aw aids n dl tin* nm 

Sunderland, etc. 


imp- <1 1 tut 1 


Paris, Brighton, Eastbourne, 


BANNER’S AIR-TIGHT MANHOLE COVERS 





Obtained thfr highest and only Awnid for such \ppliancex at the International I lealth Exhibition, 1884. They 
are made in all sues, are of the simplest and M longest foim. and cheaper than any others in the market, in 
proof of which theie is a \ei> luigc demand for them. 


BANNERS PATENT 


ONCE USED, 


DRAIN GRENADES. actual size USED ALWAYS. 

1 in conjunction with their recently designed DRAIN EXPLORER render trie testing of drains perfectly easy, 
are allowed to be a complete .success, and aie use i \ery extensively by Sanitarians and Experts, including most 
of the Metropolitan Vestry Authorities, Architects, Surveyors, etc. For Full Particulars and List of Prices 

apply ro 

THE BANNER SANITATION CO., 

24, CRAVEN ST.. CHARING CROSS, LONDON, W.C. 
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Extracts from a Letter addressed by the Local Government 
Board to Urban Sanitary Authorities . 


PUBLIC HEALTH ACT, i 8 7 5. 

(3S & 39 Via., c. 55.) 

M O D E L E Y E L A JY S. 


Local G< >\ 1 knmi n r B< > \ki >, 

WlllTFll <\LL, S.W. 

Sir, 25 ih Jn/\\ 1 S 7 7. 

I am directed by the Local Government Board, to for- 
ward herewith, for the use of the Urban Sanitary Authority, 
printed copies of a selection of model forms which the Board 
have caused to be prepared for the guidance of Sanitary 
Authorities in framing byelaws under the Public Health Act, 
1875, and the other statutory provisions which, !>\ the operation 
of that Act, are rendered applicable to their respective districts. 

In the preparation of these forms the Board have* not hesi- 
tated to seek assistance from advisers whose practical experience 
rendered their criticism of the proposed clauses of especial value. 

Thus, the Board have been favoured with a very comprehensive 
and elaborate statement of the views of the Royal Institute of 
British Architects upon the byelaws for the regulation of new 
streets and buildings. 

Equal care has also been bestowed upon the work of render- 
ing the model series free from objection upon legal grounds. 
The Board have endeavoured to exclude every provision of 
doubtful validity, and to confine the clauses strictly within the 
limits imposed by the statutory enactments by which they are 
authorized. 

In their selection of the subjects, the Board have been chiefly 
influenced by their experience of the ordinary requirements of 
Sanitary Authorities ; though the Board hope to be able, as 



time and opportunity permit, to extend their model code to the 
whole range of matters to which byelaws under the Public 
Health Act relate. 

The contents of the series, of which copies accompany this 
circular, may be thus summarized : 

I. Byelaws which are intended for operation where the Local 
Authority do not themselves undertake or contract for — 

(a.) the cleansing of footways and pavements adjoining 
any premises ; 

lb.) the removal of house refuse from any premises ; and 

(c.) the cleansing of earthclosets, privies, ashpits, and 
cesspools belonging to any premises, and which 
impose the duty of such cleansing or removal, at 
such intervals as the Local Authority think fit, on 
the occupier of any such premises. 

(38 & 39 Viet., c. 55, s. 44.) 

II. Byelaws for the prevention of nuisances arising from 
snow, filth, dust, ashes, and rubbish, and for the prevention of 
the keeping of animals on any premises so as to be injurious to 
health. 

(38 & 39 Viet., c. 55, s. 44.) 

III. Byelaws with respect to common lodging-houses,: — 

(a.) for fixing and from time to time varying the num- 
ber of lodgers who may be received into a common 
lodging-house, and for the separation of the sexes 
therein ; and 

(b.) For promoting cleanliness and ventilation in such 
houses ; and 

(r.) For the taking precautions in the case of any infec- 
tious disease ; and 

(d.) Generally for the well ordering of such houses. 

(38 & 39 Viet., c. 55, s. 80.) 

IV. Byelaws relating to new streets and buildings: — 

(a.) With respect to the level, width, and construction of 
new streets : 

(/;.) With respect to the structure of walls, foundations, 
roofs, and chimneys of new buildings, for securing 
stability and the prevention of fires, and for pur- 
poses of health : 

(r.) With respect to the sufficiency of the space about 
buildings to secure a free circulation of air, and 
with respect to the ventilation of buildings : 

(d.) With respect to the drainage of buildings, to water- 
closets, earthclosets, privies, ashpits, and cesspools 



in connexion with buildings, and to ihe dosing of 
buildings or parts of buildings unfit for human 
habitation, and to prohibition of their use for such 
# habitation : 

(e.) As to the giving of notices ; as to the deposit of plans 
and sections by persons intending to lay out streets 
or to construct buildings ; as to inspection by the 
Sanitary Authority ; and as to the power of such 
Authority to remove, alter, or pull down any work 
begun or done in contravention of such byelaws. 

, (38 & 39 Viet., c. 55, s. 157.) 

V. Byelaws relating to slaughter-houses : — 

(a.) For the licensing, registering, and inspection of 
slaughter-houses ; 

( 6 .) For preventing cruelty therein ; 

(c.) For keeping the same in a cleanly and proper state ; 

(d) For removing filth at least once in every twenty-four 
hours ; and 

(e.) For requiring them to be provided with a sufficient 
supply of water. 

(10 & 11 Viet., c. 34, s. 128 : 38 & 39 Viet., c. 55, s. 169.) 

The prefatory memorandum accompanying the several series 
of byelaws will, in most cases, be found to indicate the points of 
chief importance to which it is necessary that the attention of 
the Sanitary Authority should be directed in connexion with the 
special subjects to which those scries relate. 

But the Board may here*, explain, with reference to the 
byelaws for the regulation of new streets and buildings, the 
reasons that have induced them to abstain, for the present, from 
suggesting clauses with regard to certain matters for which 
Sanitary Authorities have in many instances proposed to make 
byelaws. 

It will be seen that the model series contains no byelaws 
specifying provisions for the sewerage of new streets, and the 
reason for this is that the conditions which such byelaws must 
satisfy are, to so great an extent, dependent upon the varying 
circumstances of different localities. The Board do not anticipate! 
that inconvenience will result from the; absence of satisfactory 
byelaws with respect to sewerage, for it may be doubted whether 
any powers, which under such byelaws may be lawfully assumed 
by Sanitary Authorities, will, as regards extent and efficacy, 
compare with the powers which they derive from the express 
provisions of the Public Health Act. 

Frequent applications have been made to the Board for 
confirmation of a byelaw prescribing a minimum height for 

11 2 
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habitable rooms, and it has been sought to justify such a pro- 
vision as being a byelaw with respect to ventilation, and as 
being authorized by sec. 157 (3) of the Public Health Act, 1875. 
The form of byelaw generally proposed has been regarded as 
open to objection upon several grounds, and the important 
question as to whether the requirement of a minimum height 
for habitable rooms can be enforced by means of a byelaw with 
respect to ventilation, under the enactment above mentioned, 
suggests so many serious considerations that the Board have 
decided to submit a case for the opinion of the law officers of 
the Crown upon the numerous points which have been raised 
in connexion with the suggested byelaw'.* 

The Board now' desire' to advert to those provisions of the 
Public Health Act 1875, to which, as affecting byelaws generally, 
the attention of Sanitary Authorities should be directed. 

It is provided by sec. iSst that “no byelaw' made under this 
Act by a Local Authority shall be of any effect if repugnant to 
the Laws of England or to the provisions of this Act.” From 
this enactment several important rules may be deduced. A bye- 
law to be in harmony with the laws of England must be certain 
and determinate, and likewise reasonable, and hence arises the 
necessity for the use of certain and definite language in pre- 
scribing rules which are destined to have, locally, the binding 
effect of a statute. 

The Board have*, from time to time, had occasion to point 
out to Sanitary Authorities that the assumption in their byelaws 
of the power of suspending the operation of particular provisions 
in individual cast's is open to much objection. Frequently the 
conditions under which this power may be exercised have been 
left undetermined in the byelaws ; and the result is to impart a 
general uncertainty to provisions of which the precise scope 
should be clearly defined. Again, the Board have been called 
upon to criticise byelaws which, while purporting to lay down 
rules enforceable by penalties, ignore the necessary details and 
substitute vague conditions which render compliance with the 
byelaws dependent upon the 1 approval, by the Sanitary* Authority 
or their officers, of the mode of proceeding in each case. Such 
byelaws are also open to objection on the ground of uncertainty, 
and they de> not fulfil the purpose for which the pe>wer e>f making 
byelaws was conferred upon Sanitary Authorities. The Board 
think that every person w I10, by neglect of the rules which a 
byelaw is intended to prescribe, may be rendered liable to a 


* This opinion has since been obtained and will be found quoted at p. 127. 
+ This section is printed in extenso in Appendix No. II., see p. 208. 
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penalty is entitled to demand from those who impose such rules 
a clear statement of the course of action which must be followed 
or avoided. 

Further, a byelaw must be reasonable. The exercise of the 
power which the Legislature has confided to Sanitary Authorities 
must frequently bring them into contact with important interests. 
Within certain limits, they may regulate the conduct of persons 
employed in certain specified callings. They may impose 
restrictions upon the enjoyment of individual rights and privi- 
leges. Trade and property max, under certain conditions, be 
affected by their action. These considerations point to the 
necessity for prudence and deliberation in the choice of 
byelaws, so that the duties and restraints which they create 
may not interfere oppressively with individual freedom of 
action. 

A byelaw under the Public Health Act, 1875, will also be 
invalid if it be repugnant to the provisions of that Act. Par- 
liament has specified a \ ariety of purposes for which byelaws 
may be made. For those purposes alone arc* byelaws authorized ; 
anti, as the Court of Oueen’s Bench decided in the case of Reg. 
v. Wood (5 K. & B. 49 ; S. C. y/ew. Reg. r\ Rose, 24 L. J., 
N.s. M. C., 130; i Jur. n.s. 802), Sanitary .Authorities can- 
not legally assume the power of making byelaws for carrying 
out the general objects of the Act. It follows, there fore, that 
every byelaw must be strict!) limited with reference to the terms 
of the specific enactment from which its force is de rived. Any 
attempt, by the strained construction of any such enac tment, to 
extend the range of a b)elaw should especially be avoided. 
But, while it is of primary importance in framing a byelaw to 
consider close!) the language ol the statutory provision which 
declares its purpose*, the* exact meaning of that language can 
never be safely determined without careful comparison of other 
enactments relating to the same or kindred topics. 

It must always be remembered that byelaws are designed to 
supplement, and not vary or supersede the express provisions 
of the statute law. In the Public He alth Act, 1875, and in the 
incorporated clauses, the subjects of byelaws may sometimes 
appear identical with those of S| H'cific enactments. But in all 
such cases, a closer examination will show' that the subjects are 
not really identical. 

And, however difficult it may be to detect the points of 
difference in a few exceptional instances, a safe rule* may be 
deduced from the obvious considerations that a byelaw which 
merely repeats a statutory enactme nt is, to that extent, sur- 
plusage, and that a byelaw which aims at altering or amending 
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, such an enactment is rendered invalid by the proviso in sec. 182* 
of the Public Health Act, 1875. A , 

^ In the next place, it should be observed that^byelaws under 
Ithe Act of 1875 cannot take effect until they have been submitted 
to and confirmed by the Local Government Board ; -^ndrnbefore 
byelaws can be confirmed, Vwo preliminary conditions must have 
been satisfied. Notice of* intention to apply for confirmation 
must be given in one or more of the local newspapers, circulated 
within the district to which the byelaws relate, one month at 
least before the making of the application ; and, for one month 
at least before the application, a copy of the proposed byelaws 
must be kept at the office of the Sanitary Authority, and must 
be open during office hours thereat to the inspection of the rate- 
payers of the district to which the byelaws relate, without fee or 
reward. Further, the clerk of the Local Authority is required 
on application of any ratepayer, to furnish him with a copy of 
the proposed byelaws or any part thereof, on pay ment of six- 
pence for every hundred words contained in the copy*. 

It should also be noted that, by the last clause of sec. 184* of 
the 38 & 39 Viet., c. 55, it is enacted that a byelaw 1 ' required to 
be confirmed by the Local Government Board shall not require 
confirmation, allowance, or approval by any other authority*. 

Another important prov ision in relation to bveIaw T s is that 
contained in sec. 183* of the 38 & 39 Yict., c. 55. That section 
empowers any Local Authority, by any byelaws made by them 
under the Act, to impose on offenders against the same such 
reasonable penalties .is the Local Authority* think fit not 
exceeding the sum of five pounds for each offence, and in the 
case of a continuing offence a further penalty not exceeding 
forty' shillings for each day after written notice of the offence 
from the Local Authority*. 

All such by elaws imposing any* penalty should be so framed 
as to allow of the recovery of any sum less than the full amount 
of the penalty* ; and nothing in the provisions of any Act 
incorporated with the 3S & 39 Yict., c. 55, will authorize the 
imposition or recov ery under any* by elaws made in pursuance of 
such provisions of any greater penalty than the penalties speci- 
fied in sec. 183.* 

Among other provisions in the 38 & 39 Viet., c. 55, relating 
directly* or indirectly to byelaws, attention may be directed to 
the following : All L>y r elavvs made by a Local Authority under 
the Act, or, for purposes the same as or similar to those of the 
Act, under any Local Act, are to be printed and hung up in the 
office of the authority*, and a copy' thereof is to be delivered on 

* These sections arc printed /« tu tenso in Appendix Nu. II., see pp. 208, 209. 
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application for the same (sec. 1 85^). A copy of any byelaws made 
under the Act by a Local Authority (not being the council of a 
borough), signed and certified by the clerk of such Authority to 
be a true c£>py, and to have been duly confirmed, will be evidence, 
until the contrary is proved, in all legal proceedings, of the due 
making, confirmation, and existence of such byelaws without 
further or other proof (sec. 1 86 # ) 

Any person who destroys, pulls down, injures, or defaces any 
board on which any byelaw is inscribed will, if the same was put 
up by authority of the Local Authority, be liable for every such 
offence to a penalty not exceeding five pounds (sec. 306+). 

Byelaws made by the council of any borough under the 
provisions of sec. 90 of the 5 <S: 6 Will. IV., c. 76, for the 
prevention and suppression of certain nuisances, do not require 
to be sent to a Secretary of State, nor will they be subject to the 
disallowance in that section mentioned, but all provisions of the 
Public Health Act, 1875, relating to byelaws, will apply to the bye- 
laws so made, as if they were made under that Act (sec. 187*). 

Next, it should be observed that sec. 1 S8 X of the 38 & 39 Viet., 
c. 55, enacts that the provisions of the Act, relating to byelaws 
shall not apply to any regulations which a Local Authority is 
by the Act authorized to make ; nevertheless, any Local 
Authority may cause any regulations made by them under the 
Act to be published in such manner as they see fit. Hence it 
follows that the regulations which an Urban Authority may 
make under sec. 189,* with respect to the duties and conduct of 
their officers and servants x * * do not require confirma- 

tion by the Local Government Board. 

It may be also noted that any byelaw made by any Sanitary 
Authority under the Sanitary Acts which is inconsistent with 
any of the provisions of the Public Health Act, 1875, is, so far 
as it is inconsistent therewith, to be deemed to be repealed 
(sec. 3 1 5+) ; but all byelaws duly made under any of the Sanitary 
Acts by the Public Health Act repealed, and not inconsistent 
with any of the provisions of that Act, art: to be deemed to be 
byelaws under that Act (sec. 326^). 

The Board desire me to add a few remarks in explanation of 
the method of procedure which they suggest for adoption by 
Sanitary Authorities in submitting byelaws for revision and 
confirmation. The Board have caused to be printed on foolscap 
paper, with an ample margin for annotations, the whole of the 
clauses comprised in the model series of which copies accom- 
pany this circular. Every Sanitary Authority desirous of 

* These sections are printed in eAtenso in Appendix No. II., see pp. 209, 210. 

+ These sections art* pi in ltd in txfaiso in Appendix v u. II., i>e<. pp. 21 1, 212. 



8 


making new byelaws or of amending existing byelaws will, on 
application to the Board, be supplied with the necessary draft 
forms. If, in any case, the model clauses require alteration to 
suit the special circumstances of a particular district,* the pro- 
posed variations should be clearly shown in manuscript in the 
margin of the draft.* The Board will then be readily able to 
direct their attention to these variations, and to state their views 
upon any points which may arise. When the final revision of 
the draft has been completed, and the Sanitary Authority have 
been informed of the decision of the Board w’ith regard to the 
allowance or disallowance of the several clauses, a fair copy 
embodying the contents of the draft as revised, and carefully 
compared with the original to secure the correction of possible 
errors, should Ik* prepared for deposit at the office of the Sani- 
tary Authority, and for inspection by the ratepayers. 

After the necessary notice of the intention of the Sanitary 
Authority to apply for confirmation of the byelaws, and after 
due consideration of any objections made by persons locally 
interested, tlu* bj claws, with the common seal of the Sanitary 
Authority properly affixed at a meeting of which the precise 
date should be notified at the end of each series, should be 
transmitted to the* Board, together with copies of the newspapers 
containing the* advertisement required by sec. 1S4.+ 

In order that delay in the confirmation of byelaws may be 
avoideel, the Board ele-sire to impress upon Sanitary Authorities 
the necessit) for careful examination, w’ith the original draft, of 
the fair copy deposited for inspection, and of the byelaws finally 
submitted to the Boarel. It is also important that the advertise- 
ment of the intention of the Sanitary Authority to apply for 
confirmation should be! so framed as to comply strictly with the 
provisions of sec. 184 and, indeed, in all respects the require- 
ments*of that enactment should be fully satisfied. 

In conclusion, the Board elesire me to adel that, while through- 
out the model byelaws they have, for the sake of convenience, 
uniformly useel the expression 14 Sanitary Authority,” it is expe- 
dient that the distinctive* title of each Urban Authority should 
appear in the byelaws which they submit for confirmation. The 
Urban Authority should eithe r substitute the designation “ Town 
Council,” 44 Improvement Commissioners,” or 44 Local Board,” 
as the case may require ; or, if they retain in the byelaws the 
expression “ Sanitary Authority,” they should insert at the 
commencement of each series an interpretation clause clearly 

* It is cleai, from this sentence, that it is anticipated tha^ modifications of the Model 
Clauses may be required to suit the particular circumstances of certain districts. 

+ This section is printed in t-xtemo m Appendix No. II., p. 209. 
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describing the particular body which this expression is intended 
to denote. 

It also appears to be desirable, in the case of byelaws made 
by a Tovdi Council, that the word “ Borough" should be substi- 
tuted for the word “ District ” or that the interpretation clause 
should be extended to the latter term. 

I am, Sir, 

Your obedient servant. 

JOHN LAMBERT, 

Secretary. 

To the Clerk of the 

Urban Sanitary Authority. 
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Letter addressed by the Local Government Board to Rural 
Sanitary A uthorities. 

PUBLIC HEALTH ACT, 1875. 
(38 & 39 Viet., c. 55.) 

MODEL BYELAWS . 


Loc al Government Board, 

Whitehall, S.W., 

Sir, 25 th July , 1877. 

I am directed by the Local Government Board to forward 
herewith, for the use of the Guardians acting as the Rural 
Sanitary Authority and in the exercise of certain urban powers, 
printed copies of a selection of model forms which the Board 
have caused to be prepared for the guidance of Sanitary 
Authorities in framing byelaws under the Public Health 
Act, 1875. 

The prefatory memoranda accompanying the several series 
of byelaws will be found to indicate the points of importance to 
which it is necessary that the attention of the Sanitary Authority 
should be directed in connexion with the special subjects to 
which those series relate. 

In the following observations the Board desire to bring under 
the consideration of the Sanitary Authority the general principles 
and rules of procedure which are common to all the byelaws 
authorized by the Public Health Act, 1875. 

On reference to sec. 182,* it will be seen that all byelaws 
made by a Local Authority, under and for the purposes of the 
Act, are to be under their common seal. Any such byelaw may 
be altered or repealed by a subsequent byelaw made pursuant to 
the provisions of the Act. But no byelaw made under the Act 
by a Local Authority will be of any effect if repugnant to the 
laws of England or to the provisions of the Act. 


This section is printed in extenso in Appendix No. II., see p. 208. 
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In the next place it should be observ ed that byelaws under 
the Act of 1875 cannot take effect until they have been sub- 
mitted to and confirmed by the Local Government Board. And 
before byelaws can be confirmed, two preliminary conditions 
must have been satisfied. Notice of intention to apply for con- 
firmation must be given in one or more of the local newspapers, 
circulated within the district to which the byelaws relate, one 
month, at least, before the making of the application ; and, for 
one month, at least, before the application, a copy of the 
proposed byelaws must be kept at the office of the Sanitary 
Authority, and must be open during office hours thereat to the 
inspection of the ratepayers of the district to which the byelaws 
relate, without fee or reward. Further, the clerk of the Local 
Authority is required, on the application of any ratepayer, to 
furnish him with a copy of the proposed byelaws, or any part 
thereof, on payment of sixpence for every hundred words con- 
tained in the copy. 

It should be also noted that, by the last clause of sec. 184* 
of the 38 & 39 Viet., c. 55, it is enacted that a byelaw required 
to be confirmed by the Local Government Board shall not 
require confirmation, allowance, or approval by any other 
authority. 

Another important provision in relation to byelaws is that 
contained in sec. 183* of the 38 & 39 Yict., c. 55. That 
section empowers any Local Authority, by any byelaws made by 
them under the Act, to impose on offenders against the same 
such reasonable penalties as the Local Authority think fit, not 
exceeding the sum of five pounds for each offence, and, in the 
case of a continuing offence, a further penalty not exceeding 
forty shillings for each day after written notice of the offence 
from the Local Authority. 

All such byelaw's imposing any penalty should be* so framed 
as to allow of the recovery of any sum less than the full amount 
of the penalty, and nothing in the provisions of any Act incor- 
porated with the 38 & 39 Viet., c. 55, will authorize the imposi- 
tion or recovery under any byelaws made in pursuance of such 
provisions of any greater penalty than the penalties specified in 
sec. 183.* 

Among other provisions in the 38 & 39 Viet., c. 55, relating 
directly or indirectly to byelaws, attention may be directed to 
the following: All byelaws made by a Local Authority under 
the Act are to be printed and hung up in the office of the 
Authority, and a copy thereof is to be delivered to any ratepayer 


These section^ ar. printed in extenso in Appendix No. II., see p. 209. 
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of the district to which such byelaws relate, on his application 
for the same. A copy of any byelaws made by a Rural 
Authority is also to be transmitted to the overseers of every 
parish to which such byelaws relate, to be deposited with the 
public documents of the parish, and to be open to the inspection 
of any ratepayer of the parish at all reasonable hours (sec. 
185*). A copy of any byelaws made under the Act by a Local 
Authority (not being the council of a borough) signed and 
certified by the clerk of such Authority to be a true copy, and 
to have been duly confirmed, will be evidence, until the contrary 
is proved, in all legal proceedings, of the due making, confirma- 
tion, and existence of such byelaws without further or other 
proof (sec. 186*). 

Any person who destroys, pulls down, injures, or defaces any 
board on which any byelaw is inscribed, will, if the same was 
put up by authority of the Local Authority, be liable for every 
such offence to a penalty not exceeding five pounds (sec. 306*). 

It should be noted that any byelaw made by any Sanitary 
Authority, under the Sanitary Acts, which is inconsistent with 
any of the provisions of the Public Health Act, 1875, ^ so lar 
as it is inconsistent therewith, to be deemed to be repealed 
(sec. 315*); but all byelaws duly made* under any of the 
Sanitary Acts by the* Public Health Act repealed and not 
inconsistent with any of the* provisions of that Act are to be 
deemed to be the byelaws under that Act (sec. 326*). 

The Board desire me to add a few remarks in explanation of 
the method of procedure which they suggest for adoption by 
Sanitary Authorities in submitting byelaws for revision and 
confirmation. 

The Board have caused to be printed on foolscap paper with 
an ample margin for annotations, the whole of the clauses 
comprised in the model series of which copies accompany this 
circular. Lvery Sanitary Authority desirous of making new 
byelaws or amending existing byelaws, will, on application to 
the Board, be supplied with the necessary draft forms. If, in 
any case, the model clauses require alteration to suit the special 
circumstances of a particular district, the proposed variations 
should be clearly shown in manuscript in the margin of the 
draft.t The Board wall then be readily able* to direct their atten- 
tion to these variations, and to state their views upon any points 
which may arise. When the final revision of the draft has been 
completed, and the Sanitary Authority have been informed of 


* These sections are printed in exteu \o in Appendix N*». II., pp. 209 — 212. 
t It is clear, from this sentence, that it is anticipated that modifications of the Model 
Sections may be required to suit the particular circumstances of certain districts. 



the decision of the Board with regard to the allowance or dis- 
allowance of the several clauses, a fair copy embodying the 
contents of the draft as revised, and carefully compared with the 
original t© ensure the correction of possible errors, should be 
prepared for deposit at the office of the Sanitary Authority, and 
for inspection by the ratepayers. 

After the necessary notice of the intention of the Sanitary 
Authority to apply for confirmation of the byelaws, and after 
due consideration of an\ objections made by persons locally 
interested, the byelaws, with the common seal of the Sanitary 
Authority properl) affixed at a meeting, of which the precise 
date should be notified at the end of each series, should be 
transmitted to the Board, together with copies of the newspapers 
containing the advertisement required by sea:. 184.* 

In order th.it delay in the confirmation of byelaws may be 
avoided, the Board desire to impress upon Sanitary Authorities 
the necessity for careful examination, with the* original draft, of 
the fair copy deposited for inspection, and of the* byelaws finally 
submitted to the Board. It is also important that the advertise- 
ment of the intention of the Sanilan Authority to apply for 
confirmation should be so framed as to comply strictly with the 
provisions of sec. 184;" and. indeed, in all respects the 
requirements of that enactment should be fully satisfied. 

In conclusion, the Board desire me to add that, while through- 
out the model b\elaws they have, for the sake of convenience, 
uniformly used the expression “Sanitarv Authority, " it is 
expedient that the distinctive title of each Rural Authority 
should appear in the b\ claws which they submit for confirmation. 
It will probably be found best to insert at the commencement of 
each series a clause containing appropriate interpretations of the 
expressions “ Sanitary Authority ’ and “ 1 fistrict.” As regards 
the latter term the Authority, in the case* of byelaws made in the 
exercise of urban powers limited in their operation to certain 
contributor) places should be careful to show in the interpreta- 
tion clause: the* limited meaning to be attached to the word 
“ District.” 

I am, Sir, 

Your obedient servant, 

JOHN LAMBERT, 

Secretary. 

To the Clerk to the 

Rural Sanitary Authority. 


# This section is printed nt exUnw in Appendix No. II., see p. 209. 
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WITH RESPECT TO 

1. Cleansing of Footways and Pavements. 

2. Removal of House Refuse. 

3. Cleansing of Earthclosets, Privies, Ashpits, 

and Cesspools. 
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. MEMORANDUM. 


By section 44* of* the Public Health Act, 1S75 (38 & 39 
Viet,, c, 55), it is enacted that “ where the Local Authority do 
not themselves undertake or contract for — 

44 The cleansing of footways and pavements adjoining any 
premises ; 

“ The removal of house refuse from any premises ; 

“ The cleansing of earthclosets, privies, ashpits, and cess- 
pools belonging to any premises ; 

“they may make byelaws imposing the duty of such cleansing 
or removal, at such intervals as they think fit, on the occupier 
of any such premises.” 

On reference to section 42* it will be seen that every Local 
Authority may, and when required by order of the Local 
Government Board shall, themselves undertake or contract for 
the removal of house refuse from premises, and the cleansing of 
earthclosets, privies, ashpits, and cesspools, either for the whole 
or any part of their district. Moreover, every Urban Authority 
and any Rural Authority invested by the Local Government 
Board with the requisite powers may, and when required by 
order of the Board shall, themselves, undertake or contract for 
the proper cleansing of streets. 

In such cases the necessity for byelaws under the first part of 
section 44 ceases. 

With regard to the scope of byelaws under that enactment, 
it should be observed that the byelaws must lx* limited to 
imposing upon the occupier the duty of cleansing or removal, at 
such intervals as the Sanitary Authority may think fit. The 
mode of cleansing or removal, and the precautions to be observed 
in connexion with the process are not matters within the range 
of such byelaw s. 

JOHN LAMBERT, 

Secretary. 

Local Government Board , 

25 th July, 1877. 


* The>c sections are printed in exiettso in Appendix N*». !i., see pp. 19S, 109. 
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BYE LAWS 

Willi RESPFLT io 

THE CLEANSING OF FOOTWAYS AND PAVEMENTS, 
THE REMOVAL OF HOUSE REFUSE, 

\M> 

THE CLEANSING OF EARTHCLOSETS, PRIVIES, 
ASHPITS, AND CESSPOOLS. 


The cleansing off 00(10 ays and pavenienls adjoining any premises. 

i. The* occupier of «m\ premises fronting, adjoining, orncansmg 
abutting on an\ street shall, once at least in every day, Sundax s 
excepted, cleanse the footways and pavements adjoining such 
premises 

Non:. — In some of the more scattered and less populous chstncts, it is at 
times not deemed nec essarv that the < leansmg of footways, 0v< , should he earned 
out as olten as is requited under this < Lease Where, however, other than daily 
c learning is proposed, the at tual da>s wlu< h determine the intervals fi\ed on 
should, with a new ot securing regularity in the pnxess, be distinctly specified. 

Thus “ ever\ Monday, Wednesday, and hrulay ’ is much to he prefcried to 
‘‘tluee times a week. The < lause, as will he observed, is restricted in its action 
to premises k ‘ fronting," Ac., on streets 

The remozal of house refuse from any premises. 

Noil. — C onsideration should at this point he given to the question whether 
the Sanitary Authority should make bvelaws under sec. 4.4,* Public Health Act, 

1875, imposing upon occupiers within their district the duty of removing house 
refuse, and of cleansing tarthc losets, privies, ashpits, and cesspools, or whether 
they should not themselves undertake or conti a< t for such removal under sec. 42* 
of that Act. 

It should he a matter of primary concern that refuse and exc remental 
matters should he removed from the neighbourhood of houses with the utmost 
practicable frequency, and in this c onnection it should he rernembeied that in 
localities where but few of the houses and cottages have suffic lent garden ground 
for the proper disposal of such matters, considerable difficulties arise when 
removal with the needed frequency is imposed upon the occupiers. Indeed, unless 

* The«.e sections are printed m < »/W/s» jii Appendix \o, II., -ee pp. I*/ , 19U 
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Removal 
of house 
refuse, 


a district h so widely Mattered a* to make removal under see 42* impracticable, 
great sanitary advantages will be found to attach to its adoption in all districts. 
As regards urban districts, and the more populous localities in rural districts, 
it is a matter of experience that where the duty of cleansing earthclosets, 
privies, ashpits, and cesspools is cast upon occupiers, such accumulations of filth 
very generally occur as cause both nuisance and constant risk of injury to health. 
Besides which, the adoption of In claws a** to the construction of privies having 
receptacles of tlu limited <apaut\ which is desirable in order to secure the 
requisite frequent ) in scavenging, and such as are contemplated in the clauses as 
to New Streets and Buildings, Nos. 71. 72, 77, and 7S (seepages 148 — 1 5 1 ) is 
to a serious degiee prevented. 

Where, however, a distric t has been pro\ ided w ith efficient means of sewerage 
and an ample water supply, and where, as a result, wnterclosets communicating 
with the sewers art* coining into general use. it max lx a question whether a 
Sanitary Authority whilst themselves lemoving house refuse from piemiso, ma\ 
not, with a view of favounng the proper di. linage ot houses and the gradual 
abolition of privies, cast upon the occupier the burden and cost of the cleansing 
of privies and cesspools. 

2. rile occupier of any premises shall, once at least in every 
week remove the house refuse from mu h premises. 

Non This budaw, though ur\ sumlai to < ijiim. No. 7. is rendered 
ne<ess.u\ l>\ the wording ot set 44* of tin Public Health Vet, 1.S75. The 
periods of temoval to be prcsrnbid in this hvelaw and in No. 7 should agree. It 
also supplements that c lause b) pioviding foi lemovai from premises. Whuever 
weekly s( avenging is practicable it should be carried out, and it is onlv in 
localities of a strietl) tural < hainc ter, and where theie is ample space about houses, 
that less fiequent mtei vals should he entertained. 

Indeed it would be impossible on the one hand to over-estimate the value of 
frequent and effluent removal of all lefuse matteis from the nughboinhood of 
inhabited buildings, or on the other to exaggerate the injurv to public health trom 
the failiue toe airy out such lemovai. T lit h aea uumlatioiis, and their resulting 
eflluvia, go hand-in- -hand with general impairment of health and vigour, exc ess 
of preventtble disease, and needless mortality Sir John Simon, K.C B., F.R.S., 
late Medical Officer of the Privy Council and Local (iovernnient Board, in dealing 
with this subject m his Annual Report, 1874, urges in forcible teuns the great 
need for the thorough removal of all c onditions of uric lean li ness, as a nutter 
calling 44 for the eailiest attention in the sanitary government of England. He 
further points out the immense injurv to public health arising “ through the 
special facilitv \\ hie h c ertain forms of local uncleanhness provide for the spreading 
of c ertain specific infections ; " and, he adds, 4 ‘ in total power, uncleanhness must, 

I think, without doubt, be reckoned as the deadliest of our present removable 
causes of disease.’’ 

The cleansing of earthclosets , privies , ashpits , and cesspools 
belonging to any premises . 

Noth. — Earthclosets and privies being forms of closet accommodation recog- 
nized as permissible under section 35* of the Public Health Act, 1875, provision 
should, even where waterclosets are in general use, be made for their proper 
management. In Tinkler v. Wandsworth District Board of Works (2 7 L. J. 
Ch. 342 ; 33 L.T. (o.s ), 146; 22 J.P. 223) it was held that a District Board 


These sections are primed in extenso m Appendix No. II., see pp. 197 — 199. 
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could not lay down a general rule requiring waterclosets to be provided instead of 
privies. It should be borne in mind that the earthcloset oi the statute and 
the byelaws is a closet in which other deodorizing substances charcoal) may 
be used as well as dr) earth ; and that under section 37* of the Act the Sanitary 
Authority may fhemselves undertake or contract for the suppl) of dry earth 01 
other deodorizing substance to houses within their district. See Appendix 
No. I., page 194. 


3. The occupier of any premises shall, once at least in every ciMiwng 
three months , cleanse every earthcloset belonging* to such ^ t ‘! ( r s !h 
premises and furnished with a fixed receptacle for fcecal matter with fixed 
and with suitable means or apparatus tor the frequent and 
effectual application of dry earth to such matter 


Norn. — The “ fixed ice eplacle ” is the enclosed sp.uc winch is fotmed 
beneath the seat, and which is not fitted with am pail 01 othei movable tecep 
tacle. If, in a piopi ib »onM rutted closet ol this suit (see bvelaws as* u>N\w 
Streets and building", Clause No 71. p. 1451, di\ eaith in suitable quantities is 
applied to the excreta with Rgulantv and lit cjik in ) , no sanitai) disadvantage 
will be found to result it* the contents aie allowed to unum uudistuihcd foi 
a period of, sa\, three months. Indeed, the process <>t disintegration and 
of combination between the until and the cngan.c matter is, altct due 
lapse of time, so complete that the stools and cun the papei entnel) 
disappear among the othu constituents of the compost. 'I he absence 
of fee tor from the nnxtuu, tun with piolongcd keeping, shows that deiom 
position in the oielman sense- does not take place.* And hence, wluie 
other 1 losets than watiri lose ts are in use it is diMiabh to t.ivom the 1 onstun 
tion ot eartlu losets rathei than privies 1>\ s.mc tioiimg a uniuval o! contents at 
( oiuparatiul) long munak This is ispuialb di-snable in distmts where 
Mich sotls as < lav, loainv surface earth, and brie l e.itth of the dull, are tasilv 
proc tiled, because sin h m>i!s wl.en lined aie spec tall) adapted to tin pui posts 
of dr) eaith closets ( )n the othei hand chalk lus \ir\ little, and sand and 
gravel still less, -value Ini 4 i( 1) a purpose 

As to eaitlu losets inside buildings, ^ce Note to Clause No. 71, of bvelaws 
as to New Stieelx and buildings, page 146 


4. The occupier ol an\ premises shall. once at least in every c lr * nMn r 

/1 1 11* 1 1 1 • , ni mrlli- 

cleanse ever) earthcloset belonging* to such premises and close n 
furnished with a movable receptacle for lo cal matter and with 
suitable means or apparatus for the frequent and effectual appli- rmpia 
cation of dr)* earth t<> such matter. c,cs * 

Non. — The wcekl) empt)ing of pails and other movable leceptai les is 
found necessan, because uuh receptacles as arc of a lapaiitv to hold more than 
about a week s contents arc found b) tcason of their si/e and weight, to be 
difficult of management dunng the pioiess ol scavenging. Hence, also, the 
limit as to capacit) in Clauses Nos. 71 a, 72 73 V, of byelaws as to New Streets 

and Buildings. See page 146 — 148. 

5 * The occupier of any premises shall, once at least in every Cleaning 

i . r • 1 1 1 • 1 • * of privies 

xveek, cleanse every privy belonging to such premises and with fixed 
furnished with a fixed receptacle for faxai matter. 

* The Twelfth Report <>f the M"ln?l Othier of the I*n\\ < Miuiil, 1869. 
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Note. — The necessity for frequent scavenging is obviously greater in the 
case of privies than in the case of receptacles for house refuse, the more so as 
the former may at any time contain excreta capable of communicating through 
the surrounding air the specific poison of some infectious disease. For the 
purposes of convenience it is, as a rule, desirable that the intervals regulating the 
removal both of privy contents and of house refuse should be the c ame. It is 
also convenient that it should be done weekly (see Clause No. 2, page 20). 
Where the cleansing of privies with movable receptacles is undertaken or 
contracted for 1)) a sanitary authority the duty of cleansing privies with fixed 
receptacles cannot be imposed on occupiers b\ means of byelaws. 

6. The occupier of any premises shall, once at least in every 
7cre/i\ cleanse every pri\ y belonging to such premises and 
furnished with a movable receptacle for foecal matter. 

Non. See Note to ( Manse No. 4. As a matte 1 of experience it is found 
that one week is the extreme limit of time during which fcecnl matter, except 
when mingled with dry earth or charcoal, can be retained in the neighbourhood 
of dwellings, without risk of nuisance and mjur\ to health. 

7. The occupier of any premises shall, once at least in every 
7 veek\ cleanse every ashpit belonging to such premises and used 
only as a receptacle for ashes, dust, and dr\ refuse 

Non .- See Note to Clause No. 2. The ashpit should also be cleansed 
weekly because Clauses No 2 and No 7 are intended to work together. 

8. The occupier of any premises shall, once at least in every 
7 veek\ cleanse even ashpit belonging to such premises and used 
in connexion with a priv\ as a receptacle for focal matter, 
together with ashes, dust, and cl rx refuse. 

Non: M’his lnelaw applies to Midi ashpit pmies hanng dr\ contents as are 

contemplated under Clause No. 78 of bulaws as to N\w stuets anti buildings, 
page 1 5 1 , and in which ashes, solid house iriusr, and ho al matter are received 
into the same receptacle 


9. The occupier of any premises shall, once at least in every 
three mouths , cleanse every cesspool belonging to such premises. 

Noth. —Drainage into cesspools being permissible under sections 23 and 25 
Public Health Act, 1875 (see Appendix No II., pp. 196 and 197) it becomes 
nccessai) to make piowMon foi the rcgulai ( leansing of cesspools in all districts 
where am house can be erected at a distance exceeding the statutory 100 feet 
from a sewer belonging to the Local Authority. 


10. Every person who shall offend against any of the fore- 
going byelaws shall be liable for every such offence to a penalty 
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Provided, nevertheless, that the justices or court before whom 
any complaint may be made or any proceedings may be taken 
in respect of such offence may, if they think ht, adjudge such 
payment as A penalty of any sum less than the full amount of 
the penalty imposed by this byelaw. 

Noti:. — S anitary Authorities usually insert at the end ot the first* paragraph 
the full penalty of Five Pounds. 


Where a local authority undertake the duty of the removal of house refuse 
or the cleansing of closets, vS:c., in any part of their district, under 
section 42 of the Public Health Act, 1S75, and only desire to impose 
these duties on occupiers in the remaining portions of the distm t, the 
localities to which the byelaws are to be made applicable must be 
distinctly defined. 

Where sections S7 — 98 01 the Towns Improvement ( 'lauses At t, 18.47, are in 
force in am district by virtue of the incorporation of the Act with an) 
local Act, none of the byelaws to which this series relates can he made, 
and where any district is in the Metropolitan Police District, Nos. 1, 
7, and 8 must be omitted in c onset jueiu e of the provisions of section 
60 of the Act 2 vV 3 Yict., c. 47. 

Repeal of liyefaws. 

1 1. I 7 rum and after the* date* of the confirmation of those 
byelaws, the bye-laws relating to 
which were confirmed on the* day of 

in the ye*ar one thousand eight hundred and by 

[one* of Her Majesty’s Principal Secretaries of State | | the Local 
Governmemt Board) shall be; repealed. 

Non*:. — If there are in force in a distnct for which it is proposed to make 
byelaws any byelaws upon the subject to whie h this series refers, and the Sanitary 
Authority are desirous of repealing such b\ claws, the blink spaces in this clause 
should he filled in, the last two lines being properly altered, and the clause added 
to the series. 




HV 1]],AW8 

with Rrsnn 10 

The Prevention of Nuisances arising from Snow, 
Filth, Dust, Ashes, and Rubbish. 

The Prevention of the Keeping of Animals on 
any Premises so as to be injurious to Health. 






By section 44* of the Public Health Act, 1875 (38 & 39 Viet., 
c. 55) it i s provided that — 

“ An Urban Authority may .... make byelaws for the 
prevention of nuisances arising from snow, filth, dust, 
ashes, and rubbish, and for the prevention of the 
keeping of animals on any premise's so as to be 
injurious to health.” 

In connexion with the last clause of the byelaw numbered 12 
in the model series, the attention of the Sanitary Authority 
should be directed to the provisions of section 50 * of the 38 <8: 30 
Viet., c. 55. 

That section is in the following terms * 

“ Notice may be given 1>\ an\ Urban Authority, (by public 
announcement in the district or otherwise), for the 
periodical removal of manure or other refuse matter 
from mews, stables, or other premise s . and, where 
any such notice has been gi\en, an) person to whom 
the* manure or other reluse matter belongs, who kails 
so to remove the* same, or permits a further accumu- 
lation, and does not continue such periodical removal 
at such intervals as the Urban Authorit) direct, 
shall be liable without further notice to a penalty 
not exceeding twenty shillings lor each day during 
which such manure or other refuse matter is permitted 
to accumulates.” 

In cases where the Sanitary Authority gi\e the notice* to 
which the above-quoted enactment relers, it will not be neces- 
sary to incorporate in any byelaws which they may make* for the 
prevention of nuisances, under section 44'* , a provision such as 
that contained in the last clause of the byelaw numbered r 2. 

JOHN LAMBKRT. 

Secretary. 

Local Government Boar it, 

2$t/i July , 1S77. 


* The sc ‘.iction-* arc print l*1 tu exten t jn Aim tenrtix No. II., pp. 19S anH 200. 
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BYELAWS 

WITH RESPECT TO 

NU1S A N C E S 


For the prevention cj nuisance* <r rising from snoio, filth , dust , 
ashes, and rubbish, and for the prevention of the keeping of 
animals on any premise v so as to be injurious to health. 

1. 1'he occupier of a n\ premises fronting adjoining, or Removal 
abutting on any street shall, as soon as conveniently ma\ be 
after the cessation of any fall of snow, remove or cause to be «.<\s 
removed from the footways and pavements adjoining such 
premises all snow fallen or accumulated on such footways and 
pavements in such a manner and with such precautions as will 
prevent any undue accumulation in any channel or carriageway 

or upon any paved crossing. 

Noil. -The requirements of this < l.mse die needed not only in mb.m 
districts, but in all the more populous places compused within mial districts. 

The operation of the clause is limited to premises fronting, Ac., on ail) sheet, 
and it has for a principal objec t to remove the needless risk of clanger to health 
which foot passengers would often mean b\ being compelled to walk through 
snow. 

2. Kvery person who shall remove any snow from any 
premises shall deposit the same in such a manner and v\ith such fiom 
precautions as to prevent an\ undue accumulation thereof in i 
any channel or carriageway or upon any paved crossing. 

If in the process of such removal any snow be deposited 
upon any footway or pavement, he shall forthwith remove such 
snow from such footway or pavement. 

Notk — This clause is intended to control the action of any persons who 
may be concerned in the disposal of snow whic h has been removed from any 
premises, and to prevent the nuisance, as by flooding and otherwise during a 
thaw, which would result from obstructions in c hannels, Ac* 

3. Kvery person who, for the purpose of facilitating 
removal of any snow from any footway or pavement, shall sa j t w j ^ 
throw salt upon such snow, shall forthwith effectually remove snow> 
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from such footway or pavement the whole of the deposit 
resulting from the mixture of the salt with the snow. 

Note. — T his clause is rendered necessary by the well-known fact that when 
snow and salt are mixed in certain proportions a freezing mixtui£ of a tempera- 
ture far below that of snow itself is produced It is also very difficult thoroughly 
to dry leather which has been saturated in such a mixture, and hence the public 
should be protected against the risks likely to result from having to walk 
through it. 

4. The occupier of any premises who shall remove or cause 
to he removed any filth, dust, ashes, or rubbish produced upon 
his premises shall not, in the process of removal, deposit such 
filth, dust, ashes, or rubbish, or cause or allow such filth, dust, 
ashes, or rubbish to be deposited upon any footway, pavement, 
or carriageway. 

For the purpose of such removal, he shall in every case use 
or cause to be used a suitable vessel or receptacle, cart, or 
carriage properly constructed, and furnished with a sufficient 
covering so as to prevent the escape* of the contents thereof. 

If in the process of such removal any person shall slop or 
spill or cause or allow to fall upon am footway, pavement, or 
carriageway any such filth, dust, ashes, or rubbish, he shall 
forthwith remove such filth, dust, ashes, or rubbish from the 
place whereon the same ma\ have* been slopped or spilled or 
may have fallen, and shall immediately thereafter thoroughly 
sweep or otherwise thoroughly cleanse such place. 

Noil. — Any one a< quainted with the negligence commonly attendant on 
ill-regulated scavenging, will appreciate the necessity for this clause. The offen- 
sive effluvia as well as the frequent saturation of the soil about the roadways, 
which result from the altogether inexcusable practice of temporarily depositing 
filth on tootwavs, \c , instead of at once conveying it to a cait or other means 
of carriage, call for ngoious preventive measures. 

Wheie, howevet, a svstem of depositing suitable receptacles, containing 
house tefuse and ashes, on the edge ot the footway, for removal by the scavengers 
on certain spet died (lavs, is in forte, the following proviso (with suitable hours 
inserted) ma\ be added .- - 

u Provided always that the foicgomg requirements shall not be deemed to 
prohibit the deposit upon any tnotwav, pavement, or carriageway at any time 
between the hours of and o’clock m the forenoon of any day of 

a propel leceptacle containing dust, allies, or rubbish to he lemoved by a 
scavenge! einplovcd bv the Sanitary Authority.” 

The tirst paiagraph ot this model b>elavv is as necessary in districts where 
section 42 * ot the Public Health Act, 1S75, is in operation as elsewheie, because 
that section iccogni/es the right ot the occupier to deal with the refuse on his 
premises as he thinks tit, and when he exercises that right he should be subjected 
to proper control. 

Hitherto the const! uction ot privies and receptacles for filth and refuse has 
very generally been such as to ensure rapid decomposition and consequent 

* This section is prim is I tn , i/» •//»*» in Appendix No. II., see p. 10S. 



oflensivenes* of contents, and, on this account, it has been a frequent pi notice to 
require such structures to be emptied at night. 

This is, however, precisely the time not only when the scavengers themselves 
cannot see to do their work properly, but when they are least likely to be 
subjected to an^ proper supervision. Hence needlessly offensive operations are 
likely to be carried out. It is, also, the only time when persons desirous of 
absenting themselves during the process of scavenging are practically unable to 
do so. So also, the period of sleep is that during which the human system is 
least able to resist the influence likely to result from the inhalation of noxious 
effiuv ia. 

And further, the more the conditions resulting from faults stiuciuies aie 
brought to iight, the more like!) aie the\ to be remedied m the sense of tlu 
model clauses relating to this sublet t * 

Under these circumstances the scavenging ot pink" and othet tilth imp 
taeles should be restricted to hours when a icasonable amount ot d.tv light nuv 
be expected, and when the plot ess tan be subletted to etti< lent supervision 
With a view to this result, the following additional byelaw has in main instant es 
been adopted : — 

Where byelaws are made for anv place within the muiopoluan polite 
district, the second and third paragraphs of this bvelaw must be omitted, in con 
sequence of section 60 of the 2 \ 3 \ i< t., t. 47. 

4a. The occupier of any premises within the distance of 
twenty yards from any street or from any building or premises 
used wholly or partly for human habitation, or as a school, or as 
a place of public worship, or of public resort or public assembly, 
or from any building in or on which an\ person may be employed 
in any manufacture, trade, or business, shall not, without reason- 
able excuse, empty or cleanse or cause to be emptied or cleansed 
any privy, cesspool, or other receptacle for filth belonging to his 
premises or provided for use in, or in connexion with such 
premises, or remove! or cause to be removed from such privy, 
cesspool, or receptacle, or from such premises, any part of the 
contents of such privy, cesspool, or receptacle, at any time 
except between the* hours of sly o'clock and half-past eight dilotk 
in the forenoon during the months of March, April, May, June, 
July, August, September, and October, and except be*tvve*e*n the 
hours of seven dilock and half-past nine o'clock in the J ore noon 
during the months of November, December, January, and 
February. 

Note. — In old scries a bvelaw is at times found prohibiting the deposit, V< , 
in streets, squares, courts, highways, of animal and vegetable refuse, shells, 
china, ashes, and similar refuse, except loi certain specified purposes, as on the 
occasion of frost, illness, building operations, <Vc. In view of section 28! of 
10 & 11 Yict., c. 89, and of section 8of of 10 <A 11 Yict, r. 34, and sections 
72 & 73t of the 5 & 6 Wm. IV c. 50, such a clause is unnecessary. 

* See series on the Prevention of Keeping of animals so as to l»e mjunoiis to health, Clause 
No. 12. pace 2C. Also series with respect to New Streets and Puddings, Clauses Nos. 70 to 
89, pages 145 to 156. 

t These sections are printed in exteuso in Apjiendix No. II., pages 217, 214 and 217. 
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5. Every person who, for the purpose of depositing nay 
filth, dust, ashes, or rubbish upon any lands or premises, or for 
the purpose of depositing any dust, ashes, or rubbish in any 
receptacle provided by the Sanitary Authority for tbe temporary 
deposit and collection of dust, ashes, and rubbish, shall remove 
such filth, dust, ashes, or rubbish from any premises, or from any 
cart, carriage, or other means of conveyance across or along 
any footway, pavement, or carriageway, shall use a suitable 
vessel or receptacle properl \ constructed and furnished with a 
sufficient covering so as to prevent the escape of the contents 
thereof ; and shall adopt such other precautions as may be 
necessary to prevent any such filth, dust, ashes, or rubbish from 
being slopped or spilled, or from falling, in the process of 
removal, upon such footwav , pavement, or carriageway. 

If in the; process of such removal, an) such filth, dust, ashes, 
or rubbish be slopped or spilled or fall upon such footway, 
pavement, or carriage w a\ , he* shall forthwith remove such filth, 
dust, ashes, or rubbish from the place whereon the same may 
have been slopped or spilled or may have; fallen, and shall 
immediately thereafter thoroughly sweep or otherwise thoroughly 
cleanse such place. 

Noil'. It is advisable to adopt this < lause regulating the action of persons 
engaged in the removal of tilth, not onh when the duty of removal is imposed 
upon the oeeupieis undei set t ion 44* of the Public Health Act, 1875, but also 
when the iemo\al is contracted for by the Sanitary Authority under section 42* 
Without some mu h < l.iuse, nuisanc e is almost certain to be caused in the public 
thoroughf.ues dining tlu. pine ess of removal. 

Wheie h\ela\\s are made foi an\ place within the metropolitan police 
(list! ict tins paragraph must be omitted, in consequence of section 60 of the 
2 3 Vic t , e. 17. 

6. livery person who shall convey any filth, dust, ashes, or 
rubbish through or along any street shall use a cart, carriage, or 
other means ol conveyance properly constructed and furnished 
with a sufficient covering so as to prevent the escape of the 
contents thereof. 

If in the process of such conveyance any such filth, dust, 
ashes, or rubbish be slopped or spilled, or fall upon any carriage- 
wav or elsewhere* in such street, he shall forthwith remove such 
tilth, dust, ashes, or rubbish from the place whereon the same 
may have been slopped or spilled or may have fallen, and shall 
immediately thereafter thoroughly sweep or otherwise thoroughly 
cleanse such place. 

Note. — The note appended to clause No. 5 may be regarded as equally 
applicable here. Farmers, gardeners, and others, who elect to use their refuse, 
under section 42* of the Public Health Act, 1875, are bound by the terms of 

* These sections are printed in txtemo in Appendix No, II., see pp. 198 and 199 . 



that section to keep .such refuse so that it shall not he a nuisance ; ami it is 
further desirable that they should he brought within the control of a clause such 
as this one, in order that slovenliness in removal may be checked. 

A byelaw which is at times proposed to the effect that no such cart, carriage, 

&c., shall be suffered to stand or remain in any street, &c\, longer than shall be 
necessary for the loading of the same, is rendered unnecessary by section 28 of 
10 & 11 Viet., c. 89, and section 72 of the 5 & 6 Wm. IV. c. 50, which prohibit 
obstructions in the streets and highways. 

In any district where there is a local Act incorporating section q 8 of the 
10 & 11 Viet., c. 34, the model byelaw No. 6 must be omitted. It must also be 
omitted where byelaws are made tor any place within the metropolitan police 
district, in consequence of section 60 of the 2 & 3 Viet , c. 47. 

7. The nvner or consignee of any cargo, load, or collection ^ to . 
of filth which may have been conveyed, by water or by land, to of lath 
any place within the district to await removal from such place ca w ,c< b x 
by such owner or consignee, and may have been deposited to ^ c . 
await such removal upon any premises whereon such filth may 
lawfully be deposited, but in such a situation and in such a 
manner that such filth may be exposed without adequate means 

of preventing the emission of stench therefrom at a distance of 
not more than yank from any street or from any 

building or premises used wholly or partly for human habitation, 
or as a school, or as a place of public worship, orol public resort, or 
public assembly, or from any building or premises in or on which 
any person may be employed in an\ manufacture, trade, or 
business, shall not, without reasonable excuse, cause or suffer 
such filth to remain after the deposit and before the removal 
thereof for a longer period than hours. 

Not k. — This clause regulating the tcmpoiary deposit of filth b> the owner 
or consignee ot the matenal, though speciall) useful m distric ts where railway 
stations and sidings or canals alreadv exist, is also found necessary in districts 
where loads are as vet only < onve\ed l>> road. Its adoption in the latter districts 
also renders unnectssar) a revision o! the byelaws on the pio\ision f at a sub- 
sequent date, of rail vs a\ or canal accommodation. A distance of 100 yards, 
and a period of twentvfour hours are very usually inserted. Less than twenty- 
four hours would not, in all cases, ensure a sufficient penod of daylight for the 
work of removal, especially m the case of loads brought late in the afternoon 
or in the evening. The reference to schools, &c , is of some importance, not 
only because children of tender years are especially sus< eptible to the injurious 
influence of noxious effluvia, but because in schools, and more espec ally in 
places of public assembly, persons are liable to be congregated together in such 
numbers that it becomes essential to secure for them the greatest procurable 
purity of air. 

8. Every person who may have undertaken to deliver to the Asm 
owner or consignee thereof any cargo, load, or collection of fiuh°car-^ 
filth which may have been conveyed by water or by land, to by 
any place within the district for the purpose of being delivered persons 

D 
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by such person to such owner or consignee, and may have been 
deposited to await such delivery upon any premises whereon 
such filth may lawfully be deposited, but in such a situation and 
in such a manner that such filth may be exposed without 
adequate means of preventing the emission of stench therefrom at 
a distance of not more than yards from any street or 

from any building or premises used wholly or partly for human 
habitation, or as a school, or as a place of public worship, or of 
public resort, or public assembly, or from any building or 
premises in or on which any person maj be employed in any 
manufacture, trade, or business, shall not, without reasonable 
excuse, cause or suffer such filth to remain after the deposit and 
before the removal thereof for a period of more than 

hours. 

Note. — This clause, which is very similar to the preceding one, regulates 
the nc tion of persons other than the owner or consignee, who may deal with 
cargoes or loads of refuse. The same distance and period are usually inserted 
as in clause No. 7. 

posinicai 9- livery person who, for anj purpose of agriculture, shall 
duellings deposit or cause to be deposited upon any lands or premises 
agdculti^ whhin the distance of yards from any street, or from 

ml pur- any building or premises used wholly or parti) for human habita- 
poscs - tion, or as a school, or as a place <>( public worship, or of public 
resort, or public assembly, or from am building or premises in 
or on which any person max be employed in any manufacture, 
trade, or business, any filth which ma\ have been removed from 
any cesspool, or any filth which may have been removed from 
any privy, or from any receptacle used in connexion with any 
privy, and which may not have been effectually deodorized, shall, 
with all reasonable dispatch, cause such filth to be ploughed or 
dug into the ground, or to be covered with a sufficient layer of 
earth, ashes, or other suitable substance, or shall adopt such 
other precautions as may be reasonably necessary to prevent the 
emission of noxious or offensive effluvia from such filth. 

Note. — The distance of 100 yards from the class of buildings here referred 
to is generally regarded as that within which the measures regulating deposits of 
filth intended for agricultural purposes, should ha\e effect. 


P i° S ^eriCs° f IO - ^ le occu P^‘ r of any premises shall not keep any swine 
&c., with or deposit any swine’s dung w ithin the distance of feet from 
hmlscs ait<i an y dwelling-house, or in such a situation or in such a manner as 
water to pollute any water supplied for use or used or likely to be used 

sources. ^ m an for drinking or domestic purposes or for manufacturing 
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drinks for the use of man, or any water used or likely to he used 

in anv dairy. 

✓ * 

Note. — With a \iew of effectually dealing with the grave nuisance arising 
from pig-keeping in the immediate vicinity of dwellings, a distance of 100 feet 
is often inserted in this clause . and in the case of the WansU'ad /.oca/ Board 
(app ) v. I Vi osier (resp. ) 38 J. P., 21, a byelaw prescribing that distance was 
held to be reasonable. If, however, under exceptional local circumstances, this 
distance should be regarded as excessive, a distance of some 60 feet is the 
smallest that should be entertained. If any portion of a district containing 
piggeries is so close!) built on that this latter distance cannot be obtained, it is 
obviously a locality in whuh pig-keeping should not be sanctioned. It is not 
only that pig-keeping in the neighbouihood of dwellings becomes a souice of 
injurs to health by means of the eftlusia conveyed by air, but the percolation of 
the surrounding soil with animal refuse and excreta becomes a souice of special 
danger to watet supplies. 'This is notabb the case when the watet -heating stiata 
are either porous gta\el and sands, or fissured locks 

With respect to rural sanitai) districts, the case of //tap v. Burnley Bumf 
Sanitary Author tf\ (I.. R 1 2 () B ]). 617 ; 5? I. J M. C 76. 32 W. R 6b 1 ; 
48 J. I\ 350), which came beloie the (Jueen’s Bench Dmsion of the High 
Court of Justice on appeal cm March 23rd, 1SS4, makes it difficult to insert a 
distance clause as to piggeries <\c , in such disttuts. 

A b\elaw similar Uj the model one. with a distance of 50 feet inseitcci, was 
in force, and a pet son was comic ted under it by the justices On a case stated 
for the opinion of the High Couit it was held that the byelaw was unteasonable 
and bad. I.ord Coleridge, C.J . said that 1* seemed unreasonable to say that in 
countn districts, in the present state of things, nobody should keep a pig within 
50 feet of his dwelling house. He did not see that it would 111 itself nec es 
sari!) be a nuisance 01 injurious to health. The < onvic tion was accoidingly 
c plashed. 

Jt is b\ no means clear how far the Court had under consideration the fact 
that urban powers had been granted to the Burnley Rural Samtarv Aulhont) 
under section 44* of the Public Health Act, 1875, but, as the matter now 
stands, it will probably be best to omit clause 10 as regards rural sanitary dis 
tricts, and to include “ swine ’* and “ swine’s dung” in clause 1 1, trusting for the 
rest to the sec tions of the Public Health Act, 1875, which deal with nuisances. 

11. The occupier of any premises shall not keep any cattle 
or deposit the dung of any cattle in such a situation or in such 
a manner as to pollute any water supplied lor use, or used or 
likelv to he used hy man for drinking or domestic purposes, or 
for manufacturing drinks for the use of man, or any water used 
or likely to he used in any dairy. 

Non.. The objects to be obtained b) this clause are too obvious to call 
for comment. The suggestion contained in the last paragraph of the Note to 
Clause No 10 should be carried out by inserting the words “ or swine ” after 
cattle ’’ m both the first and second lines. 

12. Every occupier of a building or premises wherein or 
whereon any horse or other beast of draught or burden or any 

* I hi-, M'Ciion i" primed in extent in Appendix No II., p 199. 
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Scaveng- cattle or swine may be kept shall provide, in connexion with 
ing ’ &c * such building or premises, a suitable receptacle for dung, manure, 
soil, filth, or other offensive or noxious matter which may, from 
time to time, be produced in the keeping of any such animal in 
such building or upon such premises. 

He shall cause such receptacle to be constructed so that the 
bottom or floor thereof shall not in any case be lower than the 
surface of the ground adjoining such receptacle. 

He shall also cause such receptacle to be constructed in such 
a manner and of such materials and to be maintained at all 
times in such a condition as to prevent any escape of the con- 
tents thereof, or any soakage therefrom into the wall of any 
building. 

1 le shall cause such receptacle to Ik* furnished with a suitable 
cover, and when not required to be opened, to be kept properly 
covered. 

He shall likewise provide in connexion with such building 
or premises a sufficient drain constructed in such a manner and 
of such materials and maintained at all times in such a condition 
as effectual!) to con\e\ all urine or liquid filth or refuse there- 
from into a sewer, cesspool, or other proper receptacle. 

He shall, once at least in every arc/*, remove or cause to be 
removed from the receptacle provided in accordance with the 
requirements of this byelaw all dung, manure, soil, filth, or other 
offensive or noxious matter produced in or upon such building 
or premises and deposited in such receptacle. 


Non-,. — The conditions specified m paragraphs 2 . 4, and 4 of this clause 
are intended to prevent the offensiveness which necessarily follows when the 
contents of receptacles for manure become wet and sloppy, owning to their being 
exposed either to soakage of sub-soil water or to rainfall, and otherwise to prevent 
nuisance from soakage of their ( ontents. For the covering 1 e< pi 1 red by para- 
graph 4, a lean-to roof ma) often suffice, or, m the case of an isolated receptacle, 
a roof supported on posts In either case, such fixed roof should be raised 
some few feet abo\e the receptacle, in order to afford facilities for removing the 
contents. Paragraph 5 regulates the drainage of the premises and buildings in 
which animals are kept ; and paragraph 6 deals with the periodical removal of 
the contents of the receptacles for manure, \c. 

In certain instances, however, as in the case of farm buildings or cottagers’ 
allotments situated in sparsely populated localities, this bjelavv might be made 
applicable only when either dwelling-houses, other than those comprised within 
the same curtilage as the premises specified, or any carriage road forming part of 
a highway, are situated within a certain distance — sav 100 feet -of the premises 
in question This could be done by the addition of a proviso as follows : — 
“ Provided always that the foregoing byelaw* shall not apply to any building or 
premises beyond the distance of yards from any dwelling-house not 

being in the same curtilage, or beyond feet from any carriage road 

forming part of a highway.” 
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13* Every person who shall offend against an, of the fore- 
going byelaws shall be liable for every such offence to a penalty 
of . and in the case* of a continuing offence to a 

further penaky of for each day after written notice' 

of the offence from the Sanitary Authority : 

Provided nevertheless, that the justices or court before whom 
any complaint max be made or anx proceedings max ho taken 
in respect of any such offence may. if thex think fit, adjudge* the 
payment as a penaltx of any sum less than the* full amount of 
the penalty imposed by this byelaw. 

V >h\- Tlu* sums of !i\e Pounds ami Fort\ Shillings ait* usually inserted. 


Repeal of Rye laws. 

From and after the date* of the confirmation of these Byelaws, 
the Hyelaxxs relating to which were confirmed 

on the day of in the 

year one thousand fight hundred and . h\ j one of Her 

Majesty s Princip.il Secretaries of State | | the Local ( iox eminent 
Board] shall be repealed. 

Non. — It the»e aii' in hint- :tn\ b\el.u\s upon the subject to \n Inc h this 
series refers, ami the Sanitaix \uthoni\ .ire disiimis « »l repealing sueh Inelaus, 
the blank »»pa< es in thi> clause should he filled in. and the clause added to the 
series. 




IB YE LAWS 

W n H R } SPEC I JO 

COMMON LODGING-HOUSES. 




4 * 


M;E]VtOR^VlNTX)XJ]Vl. 


By section 8o # of the Public Health Act, 1S75 (38 & 39 Yict. f 
c. 55), it is enacted that " Every Local Authority shall, from 
time to time, make byelaws : — 

‘‘(i.) For fixing and, from time to time, varying the number 
of lodgers, who may be received into a common lodging-house, 
and for the separation of the sexes therein ; and 

“ (2,) For promoting cleanliness and ventilation in such 
houses ; and 

“ (3.) For the giving of notices and the taking precautions 
in the case of any infectious disease ; and 

“(4.) Generally, for the well-ordering of such houses.” 

The terms of the above-quoted enactment indicate with 
sufficient clearness, the scope of the byelaws which the Sanitary 
Authority are empowered to make for the* regulation of common 
lodging-houses. 

Independently of the b\elaw\s authorized b\ section No'\ the 
Public Health Act, 1 S 7 5 , confers upon the Sanitary Authority 
powers which, if duly exercised, will enable them to secure 
compliance with various requirements of essential importance 
in relation to the public health. 

In illustration of the nature and extent of the control which, 
either by means of byelaws or by the operation of the express 
provisions of the Public Health Act. 1X75. the Sanitary Authority 
may exercise over common lodging-houses, and in anticipation 
of questions which may arise in connexion with this branch of 
sanitary administration, it may here be convenient to append a 
few' observations. 

By section 89* it is provided that, lor the purposes ol the 
Act, the expression ‘ common lodging-house includes in any 
case in w T hich only part of a house is used as a common lodging- 
house the part so used of such house. The Act, however, 
contains no exact definition of a “ common lodging-house and 
in cases where doubts may be suggested as to whether any 
particular house or part of a house is or is not comprehended in 
that designation, it wall probably be found useful to refer to the 


* Thi ^ arc print* <t ftf rxtfHso in Apporvlix No. II., pp. 20 1 .inri 202 
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opinion of the law officers of the Crown which was commu- 
nicated to the several Local Boards by the circular of the 
General Board of Health, dated the 17th of October, 1853. 

From that circular it appears that the law officers, when 
consulted as to the meaning of the; expression “common lodging- 
house” in the 14 & 15 Viet., c. 28, advised as follows : — 

“It may be difficult to give a precise definition of the term 
‘ fcommon lodging-house,’ but looking to the p reamble and 
general provisions of the Act, it appears to us to nave reference 
to that class of lodging-houses in which persoirs of the poorer 
class are received for short periods, and though strangers to one 
another are allowed to inhabit one common room. We are of 
opinion that it does not include hotels, inns, public-houses or 
lodgings let to the upper and middle classes.” 

By that part of the above* definition which refers to the 
persons inhabiting a common lodging-house being “strangers to 
one another,” the law officers in u second opinion explained that 
their “ obvious intention was to distinguish lodgers promiscuously 
brought together from members of one family or household.” 

In reply to the question, whether lodging-houses, otherwise 
coining within the definition but let for a week or longer period, 
would, from the latter circumstance*, be excluded from the opera- 
tion of the Act, the law officers observed: — “We are of opinion 
that the* period of letting is unimportant in determining whether 
a lodging-house comes under the Act now in question.” ' 

So far as the foregoing definition of a common lodging- 
house rests upon the basis of the habitation of a common room 
by lodgers who arc* strangers to one another in the sense of not 
being members of one: family or household, it may be inferred 
that this characteristic equallx distinguishes the common lodging- 
houses to which the Public Health Act, 1875, applies. Such an 
inference receives support from the terms of section 87+ which 
enacts that “ in any proceedings under the provisions of this 
Act relating to common lodging-houses, if the inmates yf any 
house or part of a house allege that the\ are members of the 
same family the burden of proving such allegation shall lie on 
the persons making it.” 

With regard to the registration of common lodging-houses, 
in referring generally to the provisions of sections 76 — 7y + and to 
so much of sc *cl ion S(P us renders liable to penaltx any keeper of 
a common lodging-house who receix es any lodger in such house 
without the same being registered under the Act. the Board \\ r ould 
direct especial attention to an enactment in section 78+. By that 

* See a 1 .so Note on o. 45. 

t 1 he»c '•cctioii'* aie printed tn s \ /«//».» in Xppemlix No. II., >ee p. 200. 



section it is provided that “a house shall not he registered as a 
common lodging-house until it has been inspected and approved 
for the purpose by some officer of the Local Authority." 

To the thoroughness of this inspection much importance 
should be attached. It is essential that in all structural details 
the fitness of the premises should be carefully ascertained before 
the house is placed upon the register. 

, " T 4 «~ rules which should guide the inspecting officer in his 
examination of the premises may be thus briefly indicated : — 
The house should (i) possess the conditions of wholesome- 
ness needed for dwelling houses in general ; and (2) it should 
further have arrangements fitting it for its special purpose of 
receiving a given number of lodgers. 

(1.) The house should be dry in its foundations and have 
proper drainage, guttering, and spouting, with proper!) 
laid and substantial paving to any area or \ard abutting 
on it. Its drains should have their connexions pro- 
perl)' made, and the*)' should be trapped, where neces- 
sary, and adequate]) ventilated. Kxcept the soil pipe 
from a properl) trapped x\ atercloset, there should be 
no direct communication of the drains with the interior 
of the house. All waste pipes from sinks, basins, and 
cisterns should discharge 1 in the open air o\ er gullies 
outside the house*. The soil pipe should always be 
efficientlx \ outdated. The closets or prixies and tlu 
refuse receptacles of tin* house should be in proper 
situations, of proper < onstruction, and adapted to an) 
scavenging arrangements that max be in force* in the* 
district. The house should hax e a xxater supplx of 
good quality, and if the* xxater lx* stored in cisterns 
the)' should be coincident!) placed and of proper con- 
struction to prex’ent anx fouling of xxater. The xvalls, 
roof, and floors of the house should be* in good repair. 
Inside xvalls should not be papered. I he rooms and 
staircases should possess the means of complete x en- 
tilation ; windows being of adequate si/e, able* to be 
opened to their full extent, or, if sash windows, both at 
top and bottom. Anx room proposed for registration 
that has not a chimncx should be furnished with a 
special ventilating opening or shaft, but a room not 
having a window to the outer air. even if it have 
snecial means of ventilation can seldom lx- proper for 
registration. 

‘ (2.) The numbers for which the house and each sleeping 
room may be registered will depend, partly upon the 
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dimensions of the rooms and their facilities for venti- 
lation and partly upon the amount of accommodation 
of other kinds. In rooms of ordinary construction to 
be used for sleeping, where there are the visual means 
of ventilation by windows and chimneys, about 300 
cubic feet will be a proper standard of space to secure 
to each person ; but in many rooms it will be right to 
appoint a larger space, and this can only be determined 
on inspection of the particular room. The house 
should possess kitchen and dayroom accommodation 
apart from its bedrooms, and the sufficiency of this 
will have* to be attended to. Rooms that are partially 
underground may not be improper for dayrooms, but 
should not be registered for use as bedrooms. The 
amount of water supply, closet or privy accommodation, 
and the provision of refuse receptacles should be pro- 
portionate to the numbers for which the house is to be 
registered. If the water is not supplied from works 
with constant service, a quantity should be secured for 
daily use on a scale:, per registered inmate, of not less 
than ten gallons a day where there are waterclosets, or 
five* gallons a day where there are dry closets. For 
every twenty registered lodgers a separate closet or 
privy should be required. The washing accommoda- 
tion should, wherever practicable, be in a special place 
and not be in the bedrooms , and the basins for per- 
sonal washing should be fixed and have watertaps and 
discharge* pipes connected with them. ^ 

Arrangements for the* supply by the Sanitary Authority of 
placards such as are mentioned in the* byelaws numbered 23 and 
2\ in the model series may be suggested as conducive to the 
w’ell-ordering of common lodging-houses. 

JOHN LAMBERT. 

Secretary . 


Local Government Board ' 
25M /«/)’, 1877. 
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BYELAWS 

WITH RESPF.C'l IO 

COMMON LODGING-HOUSES. 


f Noil- -B efore pioceeding lo considci the seveial clauses ol this set ot Wlui cm. 
/bvelavvs, it will he desirable to draw attention to the decision m Langdon, M,luus a 
Appellant , v. Broadbent, Repondinl (37 1 . I’, n.s. 434 ; 4 2 J. P. 56). as to what 
constitutes a roinmon lodging-hoiLsc, which is of nmie tecent date than the | lol £ c .' 
above memorandum. It was there held that eNidence that hawkeis, itmeiant 
picture-frame makers, chairmakers, musicians, bone guthciers, and poisons 
suspected of begging, resorted to a house foi lodgings, and had their meals m the 
kitchen at the same table, paying 6 d. per night each, is sufficient to establish that 
the house is a common lodging-house requiring to be registered undei the Public 
Health Act, 1875. The case points to the conclusion, that in deciding whether 
a given house is or is not a common lodging-house within the meaning of the 
Public Health Act, regard should in each c use be had to the consideration 
whether the circumstances of its occupation aie 01 are not sue h that supervision 
by the Local Authority will be necessai) in older to sec tire the needed < kunhness, 
-ventilation, good ordering, cVc. 

A decision in the (Queen's Bench Division of the High Court of Justice, to Whnt con 
the effect that a resolution on the part of the Samtar) Authoiity to register a stitutes 
common lodging-house was sufficient to constitute registration is also unpoitant. rt ‘^ lslra ‘ 
The case is Coles v Fibbens (52 L. 'P. n.s 358 ; 49 j. P. 30S), and it appealed 10 
that the Local Board of E. passed a resolution to register the respondent F. as 
the keeper of a common lodging-house puisuant to the Public Health Act, 

386c 39 Vie t , c. 55, s. 76. The clerk, however, afterwards received certain 
information, and did not put the name on the register. 'The town was then made 
a municipal borough, and the town cletk not finding FAs name on the register 
summoned him under section 86, when K set up the defence that he had been 
duly registered. Held that the justices weie right in refusing to convict, as the 
resolution of the local board constituted registration. 

In the case of Booths Appellant, v. Fern ft, Respondent ( Tunes , 15 Maj, 1890) 
it was held that a Salvation Arim u refuge” not carried on for profit was not a 
common lodging-house. 

We would also at the onset emphasi/e the extreme important e of preliminary Inspection 
inspection of premises proposed to be registered, bee uuse the byelaws assume that, I >ri °r to 
as the result of careful inspection, the stnic tural fitness of the premises in all essen- [j^ stra 
tial details will have been ensured in advance Indeed, the requirements of the 
byelaws are essential!) directed to the maintenance of those conditions of fitness. 

In connexion with such maintenance frequent systematic inspection of Systematic 
registered houses is essential, and it may be well to point out that special provision ^ s I> ec * 
is made as to this, and as to its enforcement undei sec 85* of the Public Health l,ol,s * 

Act, 1875. 


This section 1* printed /// extent in Appendix No. II. pj>. 201 and 202. 
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For fixing and from time to time varying the number of lodgers 
iv ho may be received into a common lodging-house , and for 
the separation of the sexes therein ; and * 

For promoting cleanliness and ventilation in such houses ; and 
For the giving of notices and the taking precautions in the case of 
any infectious disease ; and 
(lene rally for the ive!! -ordering of such houses. 

i. A keeper of a common lodging-house shall not, at any 
one time, receive, or cause or suficr to be received into such 
mlmbc^of house, or into any room therein, a greater number of lodgers 
Mgers ha* than shall be fixed by the Sanitary Authority as the maximum 
been fixed. num | )er () f ] oc ]g crs authorized to be received into such house, or 
into such room, and shall be specified in a notice in writing, 
according to the form herein-after prescribed, which shall be duly 
served upon or delivered to such keeper, and shall continue in 
force until, in pursuance of the provisions of the byelaw in that 
behalf, the number so fixed and specified shall be varied by the 
Sanitary Authority. 


Restric- 

tions 

imposed 


Form of Apt he. 


To of 

Win ki vs, m puisiKim e of t lie* st.itutoiy provision in th.it behalf, you have 
been duly registered b\ the Sanitary Authority for the distrn t ot 
as the keepei ol a common lodging house, situated at 
in the said distort : 

Now 1, , clerk to the said Sant tars Authority, 

do hereby give you notice that, m the exercise of the powers conferred upon 
them in that behalf, the said Samtarv Authority have fixed as the maximum 
number of lodgers authon/ed to be received at am one time into such house, 
and into the several rooms therein, the number specified in lespect ot stub house 
and of each of siu h looms in the S( heciule hereunto appended. 


nnu'i.1 . 


District ot 

C ommon lodging-house situated at 
Name of keepei 

The maximum numbei of lodgers authorized to be received at any one time 
into this house is 

The maximum number of lodgers authorized to be received at any one time 
into each of the several rooms in this house is the number specified m respect 
of such room in the appropriate column of the following table : — 
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Description 

or number of 

1 00m. 

% 

Dimension*. | 

<.>1 cubical contents 

of loom. , 

M.wunmn numhei 

of lodgers. 



Ground storey. 

1 


Ft/ .A \A re r 



.S t\ond v'Avrr. 

Top mo A \fojn 


1 

F01 the purposes of this notice even 
mav be counted as one lodgei. 

two < hildren undet 

the age ot f<n yen / a 

Witness tn\ hand this 

cl.iv of 

18 


CVifA’ to t/n Sanitiify Authonty 


Noli For the pm | inses ol efficient admmistiation, it is \ ei y desiiable that 
this clause and the appended table should be u tamed , and it is tound th.it the 
fact of such .i table ha\ mi; been sen eel upon the Leepei o t a common loclgmg- 
house, will be of \alue as pioot that the pio\ision as to “ fixing ” the number ol 
lodgeis, \'c , has been complied with on the part ol the Samtaiy Authority. 
I'he insertion m the clause of am wolds to the effect that the Authonty will 
from tune to tune in the luimhet of lodgets, M , is to be avoided, foi it has 
been c onsidcied, as legaieK section 35 of the .Sanitary Act, 1866, which for 
this pur] lose is identical with section So* of the Public' Health Act, 1875, that a 
provision which would enable an Without} at then uneontiollcd w ill and pleastue 
to reduce 01 increase the numhei of occupants is not “fixing’’ within the* meaning 
of the suet'on. I he point appeals in an opinion gi\cn h) the I .aw Officers ot 
the Crown as to regulations under the section leferied to , the opinion being as 
follows — 

“ We are of opinion that am legulations for fixing the number of occujuers 
of houses, or parts of houses, let to chffeient peisons under the lucent Act must 
receive the sanction of the Seuetaiy of State [now the laical (ioveimnent 
board |, and wilt not he valid unless confiimed h> him. We tlunk it is not 
competent for the Local Uoaiel b\ a geneial legulation, such as is pioposed, to 
acquire or to reserve to themselves the power of subsequcntlv fixing the number 
of such occupiers : and. although the pic sent legulations might be confumed by 
the Secretary of State [now the laical (lovernment Hoard), we are of opinion 
that it would not, upon the numbers of the occupiers being afterwards fixed by 
the Board, entitle them to enforce the penalties.” 

(Signed) H. M. CAIRNS. 

W. BOY ILL. 

“Lincoln’s Inn, 16th October, 1866.’’ 

* I lii> section is printed //* *. 111 Appnuiix No. !!.,}> 201. 




Restric- 

tions 

where the 
number of 
lodgers 
has been 
varied. 


/ /~ Certain rules for the guidam e of Samtan Authorities in determining 
whether or not to register any particular house as a common lodging-house 
under the Act, have already been laid down in the prefatory memorandum to 
this series of byelaws (see p. 43), and some 300 cubic feet have been suggested 
as constituting a proper standard of space to secure to eafch person. No 
standaid can. however, be laid down for universal application, since the amount 
of ( ubii space needful to the healthful occupation of a room must depend on a 
number of < ir< umstances. The Commissioners of Police in London have a 
minimum standard, determined in part by the height of the room, w*hich gives 
some 300 cubic feet for each person in sleeping rooms, these rooms not being 
occupied by day, and provision being made for their inspection with a view' of 
seeing that their ventilation is effec tually maintained. The standard is by no 
means a large one , it has been determined with a view of the difficulties of 
lodgment in the metropolis, and it should never be reduced. Where a room is 
occ upied by da> as well as by night, and assuming that it is provided with means 
of ventilation both by a fireplace and bv one or mote windows made to open, at 
least 400 cubic feet should be required for each inmate. As to any allowance in 
the case of young < hildren, see last paragraph of the Form of Notice (page 47). 
T his corresponds with clause 3 of the regulations issued b\ the metropolitan 
j)oli( e, and which is to this effect: k Tor the purpose of determining the 
number of persons authorized to be received into any common lodging-house, or 
into an\ room therein, two children under ten years of age ma\ be < ounted as 
one person.” 

2. A keeper of a common loiljrino-hou.se, in an) case where 
the Sanitary Authority may, from time to time, determine that it 
is expedient to van the number fixed b\ them as the maximum 
number of lodgers authori/ed to he received into such house, or 
into any room therein, and may, from time to lime, for the 
purpose of such variation, cause to he dul\ served upon or 
delivered to such keeper a notice in writing according to the 
form herein-after prescribed, shall not, at am one time, after any 
such notice shall have been duly served upon or delivered to 
him, and after the date specified in such notice, and until, in 
pursuance ol the provisions ol this bvelaw, the number specified 
in such notice shall be further varied, receive, or cause or suffer 
to be received into such house, or into any room therein, a 
greater number of lodgers than shall he specified in such notice 
as the maximum number of lodgers authori/ed to be received 
into such house, or into such room. 

Form of Notice . 


To of 

Whi ri.vs. in pursuance of the stntuton provision in that behalf, vou have 
been duly registered by the Samtan \uthonty for the district of 
as the keeper of a common lodging-house, situated at 
in the said distric t : 

\nd whereas the said San i tan Authority have determined that it is expedient 
to vary the number heretofore lived by them as the maximum number of lodgers 
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authorized to be received at any one time into such house and into the several 
rooms therein : 

Now I, clerk to the «aid Sanitary Authority, 

do hereby give vou noth e that, from ami after the dav of 

^ the maximum numbci of lodgers authon/cd to lie 

received at am one time into sue h house and into the seveial rooms therein 
shall be the number specified in respect of such house and of each of such 
rooms m the Schedule hereunto appended. 


Sc If fdi 1 t 

l )istru t of 

( omiiion lodging house situated at 

Name of keeper 

The maximum numbei of lodgers authoii/ed to be received at any one time 
into this house is 

The maximum number of lodgers uuthon/ed to be received at am one time 
into each of the several rooms in tins house* is the number spec died m tespec t ot 
such room m the appiopnate column of the following table 


1 >cm nj*u« »n 

i >! i - *1 

1 t )< till 


limicrsiuio 
ot culnt al t otnt i »t - 
ol loom. 


M.wnmim minilx 
o! kulgi is 


O found S totCY. 


J'iis t storey. 


Second storey. 


Topmost sto/ev. 


For the purposes of this notice every two children under the age of ten yea/ s 
may be counted as one lodger. 

Witness my hand this day of iS 

Clerk to the Sanitary Authority, 

Noil. — T he number of lodgers ha\ing been fixed, se< tion So* of the Public 
Health Act, 1875. gi\es the Authority power for “varying the number who may 
be received into the common lodging -house . indeed, such varying may be as 
much in the interests of the keeper as of the lodgers. It may be iccjuired in 
connexion with any enlargement or other structural alterations in the building, 
and has sometimes been adopted in connexion with the prevalence of infectious 
disease. As to this latter point, see also Clause No. 18, page 

This secuon is printed in cxUuso in Vppc-nclix No II., p 201. 

\l 
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Joint 

occupation 
tiy males 
and 

females of 
the same 
sleeping 
apartment. 


Sleeping 
accommo- 
dation fm 
married 
couples. 


3. A keeper of a common lodging-house shall not, except in 
such cases as are herein-after specified, cause or suffer any person 
of the male sex above the age of ten years to use or occupy any 
room which may be used or occupied as a sleepingpapartment by 
persons of the female sex. 

Such keeper shall not, except in such cases as are herein-after 
specified, cause or suffer any person of the female sex to use or 
occupy any room which may be used or occupied as a sleeping 
apartment by persons of the male sex above the age of ten years; 

Provided that this byelaw shall not he taken to prohibit the 
use and occupation by a husband and wife of any room which 
may not be used or occupied by an\ other person ot either sex 
above the age of ten years, or which may be used, in accordance 
with the provisions of the byelaw in that behalf, as a sleeping 
apartment for two or more married couples. 

N< >'i k.- -This ( Innsc aims at the provision of separate sleeping apaitments 
f 01 poisons of different sc*\es, unless married, at an age when, according to 
experience, such separation becomes requisite The limit oi ten \ear\ as a 
maximum age, has been fixed as desirable on pin ilogi< al and other grounds, 
and theieaie strong tcasons foi not lelaxmg it N* long as children do not 
exceed ten >ears of age, they need not be separated fiom their parents, whose 
accommodation is dealt with in the next clause as to married couples. 

4. Every keeper of a common lodging-house shall cause every 
room therein which may be appointed for use* and occupation as 
a sleeping apartment by two or more married couples to be so 
furnished or fitted that every bed, when in use and occupation, 
shall be effectually screened from the view of any occupant of 
any other bed, by means of a partition of wood or other solid 
material, which shall be constructed and fixed or placed so as to 
allow adequate means of access to the bed which such partition 
is intended to screen, and so as to extend upwards throughout 
the whole length and breadth of such bed to a sufficient height 
above such bed, and downwards to a distance of not more than 
six inches above the level of the floor. 

Non. - The proMxion lequired under this clause is indispensable in the 
interests of privacy and decency; indeed, some form of screening mound the 
beds of man led couples is already pro\ided in all < otnmon lodgmg-houses which 
are properly administered. On lams, as a screen, should be avoided, they are 
not so cleanly as wood, which can he regularly painted and washed ; and since 
they are removable either wholly or in part at the discretion of the lodgers, their 
use renders it impossible to throw the responsibility of maintaining an effectual 
screen upon the keeper of the house. In order to avoid any unnecessary inter- 
ference with the due ventilation of the apartments, and. with a view to cleanliness, 
it is important that the needed wooden partitions should not be unnecessarily 
high, and that they should not reach the door level. To avoid the compartments 
being overlooked, the partition should rise to a height of 6 feet 6 inches above 
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the floor lex el, and, with a view to ventilation and to facilitate the cleansing of 
the whole surface of the apartment, a space of some 6 inches should be left 
between the bottom of the partition and the flooi. 

The provision of such a wooden screen mound the beds of married couples 
has been rcqufceel in the metropolis for mam vears past. As to this, see l >r. 
Julian Hunters Report to the Privv Council Office on the Housing of the poorer 
parts of the population m Towns. 1865.* Hie regulation at present enfoued by 
the Metropolitan Police (Nmimissioneis, lcquires that the beds shall be “sepaiated 
by a partition suftiuenth high to seeute the privacy of each manieil ( ouple, such 
partition to be of wood. 01 other solid material, and of suitable dimensions” 
On the subject of the regulation of common lodging-houses gencialK, useful 
information ma\ be derived horn the Repoit of the Kancet Samtarx Commission 
on the condition of common lodging houses (see / <///<>/, Yol 1., tor 1X70 } 

5. E \ cry keeper 0! a common lodging-house sh.tll cause 
even \ard, area, forecourt, or other open space within the 
curtilage of the premises to Ik* maintained at all timc*s in 
oood order, and to he thoroughh cleansed, from time to time, as 
often as max he reasonably necess«iry for the purpose of keeping 
such x ard, aiea, forecourt, or other open space* in a dean and 
w h< >lesome conditn >n. 

Non..- Hus se< tion is obx lously necessary in the interests of kk » leanhness " 
In view of the wording of sc<tnm 80 1 of the Publit Health Ail, 1 S 7 , the 
re<iuirements which are embodied m the sei tion cannot extend beyond the 
c urtilagc of the < ommon lodging house premises 

6. Exery keeper of a common lodging-house shall cause the 
floor of e\er\ room or passage; and e\ er\ stair in such house to 
he thoroughly s\x ept omc at least in e\ ery da\ , before the hour of 
ten in the forenoon, and to he* thoroughly washed onee at le ast in 
every week. 

Non —Having regard to the habits and condition of the majority of the 
persons who resort to common lodging houses, this regulation is most nctessai) 
and cannot be considered as erring on the side of stringent y. 

7. Every keeper of a common lodging-house shall cause, 
every window, every fixture or fitting of wood, stone, or metal, 
and every painted surface in such house; to he thoroughly cleansed, 
from time to time, as often as shall he requisite. 

Non — This ( lause only icquires in the case of common lodging-houses, that 
which is (ustonun in ever) well ordered dwelling. The peiiodic litne washing of 
walls and ceilings is provided for m section 82! of the Public Health Act, 1875. 

8. Every keeper of a common lodging-house shall cause all 
bed-clothes and heckling, and ever) bedstead used in such house*, 
to be thoroughly cleansed, from time to time, as often as shall be 

* highth K<_ j >* »rt *>f the Medical < Kficer <>f the Privy Council, 18S5, p. f 3. 

+ These sections are printe<i m extrn o in Appendix No. II., p. 201. 
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Arrange* 
ments for 
personal 
ablution. 


Removal 
of tilth, 
&c. 


Cleansing 
of water- 
closets, &C. 


requisite for the purpose of keeping such bed-clothes, bedding, 
and bedstead in a clean and wholesome condition. 

Note. — In some instances definite periods have been inserted for the purpose 
of securing the cleansing of bedding, fcc. But since it is not so much occasional 
cleansing, as the maintenance of cleanliness that is here aimed at, any authorities 
desiring to specify definite periods in order that their officers may see that the 
process is actually carried out should inseit any such requirement (eg., “ every 
first week in March, (une, September, and December") after the words “ to he 
thoroughh c leansed,” and should then continue, “and also from time to time, as 
often , . ' Compliance with any regulation as to periodical cleansing will 

then not relieve the keepei of the house from the necessity of maintaining the 
bed c lothes, bedding, &( ., in a clean and wholesome c ondition during the intervals, 
and it is especially the maintenance of this condition that Sanitary Authorities 
should seek to enforce by systematic and frequent inspection. 

g. Every keeper of a common lodging-house shall, for the 
use of the lodgers received into such house 1 , cause to be provided 
a sufficient number of basins or other receptacles for water, of 
adequate capacity and suitably placed, and a sufficient supply of 
water and a sufficient number of towels for use in connexion 
with such basins or other receptacles. He shall cause such 
basins or receptacles to be kept clean and in good order, and the 
supply of towels to bo renewed, from time to time, as often as 
may be requisite. 

Note. — The provision of a water supply to common lodging-houses can he 
enforced under section 81 of the Public Health Act, 1875 ; hut the requirement 
referred to m this section has to do with a sufficiency of water for the special 
purposes of personal ablution. The othei requirements as to basins, receptacles, 
and towels follow’ as a matter of course in the interests of cleanliness. 

10. Every keeper of a common lodging-house shall cause all 
solid or liquid filth or refuse to he removed once at least in every 
clay before the hour of ten in the forenoon from every room in 
such house, and shall once at least in every day cause every 
vessel, utensil, or other receptacle for such filth or refuse to be 
thoroughly cleansed. 

Note. — This clause is essential for “promoting cleanliness,” and it should 
be one of the special objects of inspection to secure compliance with it. Further 
requirements as to scavenging and removal of filth, refuse, &c , should be met 
either by the action of the sanitary authority under section 42* of the Public 
Health Act, 1875, or be enfoiced by byelaws under section 44* of that Act. As 
to the latter, see clauses and Notes to byelaws with respect to the cleansing of 
privies, &c., pp. 19 to 22. 

1 1 . Every keeper of a common lodging-house shall cause the 
seat, floor, and walls of every watercloset, earthcloset, or privy 


These sections are printed in extenso in Appendix No. II., pp. 198, 199. 



belonging to such house to be thoroughly cleansed, from time to 
time, as often as may be necessary for the pin pose of keeping 
such seat, floor, and walls in a clean and wholesome condition. 

\ 

The terms of section 80* of the Public Health Act. 1875. do not admit of a 
byelaw regulating the actual structure of watcrc losets, eaithc losets, and jumes m 
common lodging-houses. The Samian Authority should, before placing am 
house on the register, see, in acc ordant e n\ it h the rules laid down in the Picbton 
Memorandum, p. 43, and subject to the pi mi .pies embodied in l ‘l.mses (>710 
79 of the byelaws relating to New Puddings, pp. 142 to 144. that the (losits aie 
of proper construction I his clause is, however, requisite m oidct to enable the 
Authoritv to reejuue cleanliness as re gat ds the \auoiis lot ms ot c losets, and it 
111a} also be helpful m set uring sued) stiiic1ui.il alterations as ate necessary to the 
maintenance b\ the heepei ot the needed clean!) and wholesome conditions 

On this latter point we would reter to the decision m the casco! /\V;\ v. l'bforce- 
IM'U'tllyti (I,.R. 13 i) P.I). 6S1 . 33 W R. 150), which goes power to justices, 
under sections 9 4 qb * of the Public Health Act, 1875, to enfoice spec tin Jorks (nr 
works for the abatement ot a nuisance. The case was one m which a .duti'mcnt 
privv c^penl) discharged night soil and otknsive mallei c>n the bank of a n\ei 1,1 n 
The Sanitan Authontv sened the menu with a notice to abate the nuisanc e. m,,saiUT - 
and for that purpose to iemo\ e the existing pipe's and pan, to le\c! the llooi undci 
the seat ol the privv, and to pro\ide a gal\am/ed dotible^undie pad nuclei the 
seat, the cover ot winch said seal to be movable, so that tlu piemises should no 
longer be a nuisance 01 linui ions to he.ilth. The justices at sessions made an 
order in the terms ot the notice On appeal it was held that the justice shad 
jurisdiction to make the oidct. /A piun Smnninx ( 11 O P H , 191 ) followed . 
and port*. \\ hitc/uitih ((> ( J P 1 ). 545) disiinguislud 01 dissented horn. 

As to privies with mu\ablc leceptacles, see b\ claws u Kiting to New Puild 
ings, Clauses Nos. 75— 77, pp. 


12. Every keeper of «i common lodging-house shall cause an ^ n () f n * 
every part of the structure of nen vvuterclosct belonging 
such house to be maintained at all times in good order, and every 
part of the apparatus ol such watercloset and ever) drain or ,lcr - 
means of drainage with which such watercloset ma\ communicate 
to be maintained at all times in good order and efficient action. 

Noil — Inspection ot the pmnises under section 78* of the Public Health 
Act, 1875, ''ill have determined the question as to the sufficiency of the c loset 
accommodation, drainage, and tins clause lopimsthat the conditions wine h 
were deemed net essaiv to registration should be maintained in good order and 
efficient action. As to intoning in w works with a view to tins, see especially 
sections 23, 36, 37, and also 157+ of the Public Health Act, 1875; also the 
Note to Clause No. 1 1 of this series of b) claws 

I.arih- 

J3. Every keeper of a common lodging-house shall cause closets, 
every earthcloset or privy belonging lo such house, and every 
receptacle for filth provided or used in or in connexion with such 
earthcloset or privy to be maintained at all times in good order ^"V 
and in a wholesome condition. or,ll ' r - 


*These sections aie printed in extenso in Appendix No. II. , see pp. 201, 202. 

+ These sections arc printed ;n exhft 0 in Appendix No II., see pp. 196 and 206. 
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Ashpits t 
be main- 
tained m 
good 
ordei. 


He shall cause all such means or apparatus as may be 
provided or used in or in connexion with such earthcloset or 
privy and such receptacle, for the frequent and effectual applica- 
tion of dry earth or other deodorizing substance to any filth 
deposited in such receptacle, to be maintained at all times in 
good order and efficient action. 

He shall cause a sufficient supply of such dry earth or other 
deodorizing substance to be, from time to time, provided for use 
in such earthcloset, privy, or receptacle for filth, and shall cause 
such dry earth or other deodorizing .substance to be frequently 
and effectually applied to such filth, or he shall cause such dry 
earth or other deodorizing substance as may, from time to time, 
be* supplied to such house, in pursuance of the statutory provision 
in that behalf, by the Sanitary Authority or by any person with 
whom they may contract for the purpose to be frequently and 
effectual!) applied to such filth. 

Non-: — This clause assumes that, as the result of the statutory requirements 
and regulations of structural byelaws, and of tin nispet turn that has satisfied the 
sanitaiy authont) that these requirements ha\e been complied with prior to 
registration, there are pioper < losets on the piemises, and it then provides for proper 
maintenanc e and proper use ot these closets. Refeienc e to Clauses Nos 70 — 79 
of the byelaws relating to New buildings, pp. 145 to 153, to the Notes appended 
to these clauses, as also to Clause 3 of the by claws lelatmg to the Cleansing of 
Isaithc Insets, \c. p 21, will show that the conditions lefeiied to, and especially 
those* favouimg tin* frequent application of dry eaitli or other deodon/mg 
substance* to the* exriela, are m*<ess.uy to secure the requned cleanliness, 
good 01 del and wholesomeness. '1'hese notes will also indicate the need for 
retelling to the ?ec eptac le as well as to the stiuctuie of the priv\ itself. 'The 
st.itutoiy piovision ns to the supply of dry eaitli 01 other deodori/ing .substance 
to which lelercm e is made towaids the end of the clause, is paragraph 3 of 
section 37* of the Public Health Act, 1875. 

14. Every keeper ol a common lodging-house shall cause 
every ashpit belonging to such house to be maintained at all 
times in good order and in a wholesome* condition. 

lit* shall not cause or suffer any filth or wet refuse to be 
thrown into any ashpit constructed and adapted for use only as 
a receptacle lor ashes, dust, and dry refuse. 

Noil..- -The frequent and systematic emptying ot any ashpit being earned out 
by the Sanitary Authority under sec tion 42* ot the Public Health Ac t. 1S75, or the 
duty being imposed on the occupier under section 44* of that Act (sec Note pre- 
ceding Clause No. 2 of the byelaws with lespect to the Rcmoxal of House Refuse, 
<S,c\, ]> iq), it is ‘-till necessary to provide for the maintenance of the ashpit in 
good oidei and in a wholesome condition. To this end it is specially necessary 
to exclude filth and wet refuse from the structure. Both tend to make the 
contents offensive, and wetness of contents favours decomposition of vegetable 
and animal matters, thus ensuring nuisance. 

* Thcv* sections will be found in \ppendi\ No. II., pp. juS, 109. 
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15- Every keeper of a common lodging-house shall cause all Means of 
such means of ventilation as may he provided in or in connexion ,V»u‘maIn" 
with any room or passage in such house and in or in connexion 
with .iny watercloset, earthcloset. or privy belonging to such house 
to be maintained at all times in good order and efficient action. 

Non - -The means of ensuring the ventilation us pitied i annot he spev ;hed 
m Iwelaws made undei section So‘ f of the Public Health \< t, 187=; Hut the 
striu tmal alterations needed to set uu 1 them having been ie<jmud j>ie\iousto 
registration, it is still necessaiv in the mteiests of ( leanhness and well 01 del mg 
to pi o\ ule for their being maintained in .1 state of effu urn \ 

10. Every keeper of a common lodging; -house shall, except in ^ , y ,lows 
such cases as arc herein-after specified, cause every window in ap.mnu".u 
everv room in such house w hich muv he appointed for use and , 

' . . . - 1 1 . 1 1 , * >| KMf! I . 

occupation as a sleeping apartment to lx* opened and to he kept 
full) open lor one hour at least in the forenoon, and for one hour 
at least in the afternoon of everv day : 

Ero\ idetl that such keeper shall not he required, in pursuance 
of this h\ elaw, to cause am such window' to he opened or to In- 
kept open at any time when the state of the weather is such as 
to render it necessary that the window should he closed, or when 
am hed in such room ma\ he occupied h\ any lodger in 
consequence ol sickness or ot other sulhcient cause. 

Non 1 he rcipmemint embodied in tin* fust paiagiaph of this < latisc is 
obwotid) nuissan to t U unliness and wholesome occupation, and the peiiods 
ha\c been spot ified with dm* ugard to the occupation ot hols whn h is sain \ 

Honed undei ('latee 21, p 58 1 he mme oidmaiv conditions which ma\ le id 

to a Uinporarv u taxation ol tin uquiiemuit aie spe« ilietl in the second 
paragiaph of the clause, and the last words amph suffice to <o\ei all leasonahh 
diffic ulties which mas he tint with. 

17. Ever\ keeper of a common lodgpn^-house shall eause the Hie .unng 
bed-clothes of e\ cr\ hed in such house to he removed from such 
hed as soon as conveniently may he after such hed shall have clothes, 
hern vacated hy am lodger, and shall cause all such bed-clothes* 
and the hed from whic h such bed-clothes mav have been removed 

j 

to be freely exposed to the air for one hour at least in the fore- 
noon or for one hour at least in the afternoon of every clay. 

Noil '1 his c lausc aims at so uimg such ailing of bed < lothcs and bed as 
in imperative under the circumstances of life in common lodging houses, and 
especialh m view of the occupancy sane turned under (’lause No. 21, p. 58. Mere 
turning down of hed-c lothes would he »jmtc insuffic lent to secure their proper 
exposure, and the efficient airing of the bed itself would cciLamly not he attained 
hy such an arrangement. 


This section is printed in exUnso in Appendix No. II., p. 201. 
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Regula- 
tions 
as to in- 
fectious 
diseases. 


1 8. Every keeper of a common lodging-house, immediately 
after he shall have been informed or shall have ascertained that 
any lodger in such house is ill of any infectious disease, shall 
adopt all such precautions as may be necessary to prevent the 
spread of such infectious disease. 

Such keeper shall not at any time while such lodger is 
suffering from such infectious disease, cause or allow any other 
person, except the wife or any other relative of such lodger, or 
except a person voluntarily in attendance on such lodger, to use 
or occupy the same room as such lodger. 

Where, in pursuance of the statutory provision in that behalf, 
the Sanitary Authority may order the removal of such lodger to 
a hospital or other place for the reception of the sick, such keeper, 
on being informed of such order, shall forthwith take all such 
steps as may be requisite on his part to secure the safe and 
prompt removal of such lodger in compliance with the order of 
the Sanitary Authority, and shall, in and about such removal, 
adopt all such precautions as, in accordance with any instructions 
which he max receive from the Medical Officer of Health, may 
be most suitable for the circumstances of the case*. 

Where, in consequence of the illness of such lodger, there may 
be reasonable grounds for apprehending the spread of infection 
through the admission of lodgers to any room or rooms in such 
house*, or through the admission to such room or rooms of the 
maximum number of lodgers authori/ed to be receixcd therein, 
such keeper, after being furnished with the necessary instructions 
from the* Medical Officer of Health, and until the grounds for 
apprehending the spread of infection shall ha\e been removed, 
shall cease to receive any lodger in such room or rooms 
or shall receive therein such number of lodgers, being less 
than the maximum number, as the exigencies of the case mav 
require. 

Such keeper shall, immediately after the death, removal, or 
recovery of any lodger who may ha\e been ill of any infectious 
disease, give written notice thereof to the Medical Officer of 
Health, and shall, as soon as conveniently may be, cause every 
part of the room which may have been occupied by such lodger 
to be thoroughly cleansed and disinfected, and shall also cause 
every article in such room which mav be liable to retain infection 
to be in like manner cleansed and disinfected unless the Sanitary 
Authority shall have ordered the same to be destroyed. 

He shall comply with all instructions of the Medical Officer 
of Health as to the proper cleansing and disinfection of the 
room and articles. 

When the same shall have been thoroughly cleansed and 
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disinfected in accordance with such instructions, he shall give 
written notice thereof to the Medical Officer of Health ; and. 
until two days from the giving of such notice shall have elapsed, 
and unless aPnd until by such cleansing and disinfection the 
necessary precautions for preventing the spread of disease shall 
have been duly taken, such keeper shall not cause or suffer any 
other lodger to be received into the room which, in the case 
herein-before specified, may have been exposed to infection. 

Note. — This clause provides “ for the giving of notices and the taking pie 
cautions m the case of any infectious disease ' under sec turn So* and sec lion S(>* 
(3) of the Public Health Act, 1875 : does not profess to .specif) all the a< tion 

required in connexion with the prevalence of such disease, but onlv to supplement 
the statutory enactments against infection which are contained in that Act, and 
which must be taken into account so as to avoid mere rcpioduc tion 111 the 
byelaw. Thus, there is no need to inseit a paragraph lequiimg the keepei of 
anv registered house to give notice on the ocvinrcnce 0! a case of infectious 
disease in his establishment, this being piovided foi bv section 84* of the Public 
Health Act, 1875, "here it is enacted that he shall give* an immediate notice of 
such occ urrcnce both to the medical officer of health and to the Poor Paw 
relieving officer. It is a good plan to have a copv of this section hung up in 
every common lodging-house 

The notice having been given it will be* found that ample piovision is made 
in the byelaw for regulating the action to be taken with a view to pi event the 
spread of infection. 'J he keeper will be compelled to comph with the < ondittons 
laid down as to the use of the room occupied bv the pat ent, and with sin h 
instructions as the medical officer of health maj give m connexion with the 
rumen al of the patient or of the (lead bodv, tlu* occupation of the lodging house*, 
the cleansing and disinfection of the loom and of articles liable to ictam 
infection, Ac. As regards the removal to hospital of infectious patients, which is 
referred to in paragraph 3 of the clause, this is piovided foi bv the latter p.ut of 
section 124* of the Public Health Act, 1S75, the icmoval being authoii/cd in the 
case of a person lodged in a common lodging house quite lnespective of tlu* 
character of the accommodation available in such house, and the lemoval 
is facilitated bv the requirement that the keeper shall, under penalty, assist 
in effecting it. In some cases the inspected of nuisances is inseited in 
addition to the medical officer of health in paragraphs 3, g 5, t>, and 7 of this 
clause; but since the matters dealt with essentially involve medical judgment, it 
is not desirable to include that officer who, for the purposes specified, should 
act under the directions of the medical officer of health. 

19. A keeper of a common lodj^inophouse shall not, at any 
time, cause or suffer anv room which may be appointed for use 
as a kitchen or scullery to be used or occupied as a sleeping 
apartment. 

Non - This clause is essential with a view ol securing leasonable whole 
some conditions both for sleeping and for the preparation of food ; and the 
prohibition it contains is the more needed because such apartments as kitchens 
arc, in common lodging-houses, >o often used as day rooms for the occupiers 
generally. 


Kitchens 
iVc. , lint 
to 1>«* 
sleeping 
apart 

limits. 


These sections are prinUrl ttt c-\taoo in Appendix II., pp. 186, 205. 
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20. A keeper of a common lodging-house shall not cause or 
suffer any bed in any room which may be used as a sleeping 
apartment by persons of the male sex above the age of ten years , 
to be occupied at any one time by more than one sixch person. 

Non - This is a clause which should, under ail circumstances, he retained 
in its entirety, directed as it is against the highly objectionable practice of allow- 
ing two male persons either of adult age or approac lung that age, to occupy the 
same bed. Those ha\ mg cxperienc e of hvelaws as to common lodging-houses 
attnc h c onsiderable impoilance to the rigid observance of this clause. On this 
point it may be noted that I >r Hunter in his repent to the Piny Council Office 
in 1865, on the Housing of the Poor in Towns, wrote that “the newly licensed 
houses m London have for mcne than two years been under a rule in this respect 
that all ‘single men 1 shall sleep in single beds.'* Indeed the Metropolitan 
Police regulations aim at enforcing this by contiolling the size of the bed, 
mjuiring that the keeper “shall cause cxeiv room occupied by single men to be 
furnished with bedsteads and bedding ol a si/e adapted tor one person only.” 

As regards the age of ten >ears which is instated, it may be pointed out that 
laxity in this paiticular should carefully he a\oided, and that experience domed 
from various parts of the kingdom goes to show' that this limit can easily be used 
in prac ti< e 

2 1. A keeper of a common lodging-house shall not cause or 
suffer any lodger to occupy any bed in such house at any time 
within the period of cio/i/ hours after such bed shall have been 
vacated by the last preceding occupant thereof. 

Non.- The use of the same bed, bedding, and bed-clothes by cl liferent 
poisons is a noessaix condition ol life in common lodging bouses as tlie\ now 
exist, and it thuetoie becomes lmpoitant, foi samtnn and otlui uasons, that a 
siilfii lent intei \al should elapse between the \aiation of a bed b\ m f' lodgei and 
its oc c upation b\ another In the nl»o\c clause the peiiod nisei ted will enable 
the keeper to comply with the recjunements which are embodied m Clauses Nos. 
f>, «>, ic. 16 and 17 (pp. 51, 52, and 55), and whuh are essential 111 tlie mteiests 
of c leanliness and well 01 (lei mg. 

22. K\er\ kc‘eper of a common lodging-house shall cause 
r\cry room in such house, which may be appointed for use and 
occupation as a sleeping apartment, to be furnished with such 
number oi beds and bedsteads, and with such a supph of 
bed-clothes and of necessary utensils as may be sufficient for the 
requirements of the number of lodgers received into such room. 

Noll. All who have expenence of common lodging house administration 
will recognize the need tor some such clause as this, whu h enables the Sanitary 
Authority to reqiuie the sleeping rooms to be prowded with adequate furmtuie 
and other requisites. The clause is espenalh neressan m the interests of the 
occupies In some districts iron bedsteads aie required, on the ground that the\ 
aie more easih cleaned, and tend less to harbour veimm, than is the case with 
woodtn ones. 


* Eighth Report of the Medical Officer to the I’m) Council, 1865, p. 83. 
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23. Every keeper of a common lodging-house, on receiving As y 1 
from the Sanitary Authority a notice or placard wherein shall he 
stated the description or number of the room to which such 
notice or placard may apply, and the maximum number of 
lodgers authorized to be received at any one time in such room, 
shall put up or affix and continue such notice or placard in a 
suitable and conspicuous position in such room, and in such a 
manner that the words and figures in such notice or placard m;iv 

be clearly and distinctly visible and legible. 

He shall not, at any time, wilfully conceal, deface, alter, or 
obliterate any letter or figure in such notice or placard, or 
wilfully or carelessly injure or destroy such notice or placard. 

None. — The provisions of this clause tend to efficient ndministiation. They 
arc useful not only for the purposes of the Sanitaiv Authority and their oiiiteis, 
but to*assist the keeper in exercising control over his lodgers They also, h\ 
giving the lodgers information as to the amount of at eommodation to wlm h the\ 
are entitled, tend to secure to them the space assigned 

24. Every keeper of a common lodging-house, on receiving , ’> L 
from the Sanitary Authority, for the purpose of exhibition in 

such house or in any room therein, a copy or copies of am byelaw 
or byelaws for the time being in force with respect to common 
lodging-houses, shall put up or affix and continue such cop) or 
copies in a suitable and conspicuous position in such house, or in 
such room, and in such a manner that the contents of such cop\ 
or copies may be clearly and distinctly \ isible and legible. 

He shall not, at any time*, wilfully conceal, deface, alter, or 
obliterate any part of the contents of such copy or copies, or 
wilfully or carelessly injure* or destroy such copy or copies. 

No ie. —For much the same reasons as aie referied to m the Note to Clause 
No. 23, the precisions of this clause are noessar) for the pin poses alike of 
Sanitary Authority, keeper, and lodgers. 

25. Every keeper of a common lodging house who shall 

offend against any of the foregoing byelaws shall be liable for 
every such offence to a penalty of , and in the case 

of a continuing offence to a further penult) of for 

each day after written notice of the offence from the Sanitary 
Authority : 

Provided, nevertheless, that the justices or court ‘before whom 
any complaint may be made or any proceedings may be taken 
in respect of any such offence may, if they think fit, adjudge the 
payment as a penalty of any sum less than the full amount of 
the penalty imposed by this byelaw. 

Note. — The sums of Five Pounds and Forty Shillings may usefully be 
inserted in this clause. 
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Seamen’s 

lodging- 

houses./ 


Repeal of Byelaws. 

From and after the date of the confirmation of these Byelaws, 
the Byelaws relating to • which 

were confirmed on the day of 

in the year one thousand eight hundred and by 

| one of Her Majesty’s Principal Secretaries of State] [the Local 
Government Board] shall be repealed. 

Note. — If there are in force an> byelaws upon the subject to which this 
series refers, and the Sanitary Authority arc desnous of repealing such byelaws, 
the blank spates in the above clause should be filled in, and the clause added 
to the scries. 


Noth — In connexion with the subject of common lodging-houses, it is 
desirable to draw attention to the provisions of section 48 of the Merchant Ship- 
ping (Fishing /Units ) Ait, 1 H83, undei which b\ claws and regulations may be 
made, with the sanction of the President of the Bonn! of 'Trade, to provide, 
amongst other things, for the licensing of seamen s lodging-houses, the inspec tion 
of the same, and the sanitary conditions of the same The full text of this 
section will be found in Appendix No II., p. 221. 
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II ^1 O R .V NDU M. 


Section 157 of the P 1 1 1 > 1 i e Health Act. 1875 (3S cV 30 Viet., 
c. 55). pro\ ides that “every Urban Authoritv may make* l>\e- 
laws with respect to the following matters, th.it is to sa\ 

“(l.) W ith respect to the lex el, width, and construction 
of new streets, and the provisions for the* sewerage 
• thereof; 

“( 2 .) W ith respect to tlu* structure of walls, foundations, 
roofs, and chimneys of new buildings, for securing 
stabilitx ami the prevention oi tires, and for purposes 
of health ; 

“(3.) W ith respect to the sufficiency of the* space about 
buildings to secure a free circulation of air, and with 
respect to the ventilation of buildings; 

“(4.) With respect to the* drainage* of buildings, to waiter- 
closets, earthclosets, prix ies, ashpits, and cesspools in 
connection with buildings, and to tin* closing of build- 
ings or parts of buildings unfit for human habitation, 
and to prohibition of their use for such habitation ; 
“And they may further prox ide for the observance of such 
byelaws by enacting therein such provisions as they think 
necessary as to the* giving of notices, .is to the deposit of plans 
and sections by persons intending to lay out streets or to con- 
struct buildings, as to inspection by the Urban Authority, and 
as to the power of such Authority (subject to tin* provisions 
of this Act) to remove, alter, or pull clow n any xvork begun or 
done in contravention of such byelaws. 

“Provided that no byelaw made* under this se*etion shall affect 
any building erected in an\ place (which at the time of the 
passing of this Act is included in an urban sanitary district) 
before the Local Government Acts came into forces in such 
place, or any building erected in an\ place (whic h at the; time of 
the passing of this Act is not included in an urban sanitary 
eiistrict) before such place becomes constituted or included in an 
urban district, or by virtue of any order of the Local Govern- 
ment Board subject to this enactment. 
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•• The provisions of this section .... shall not apply to 
buildings belonging to any railway company and used for the 
purposes of such railway under any Act of Parliament.” 

In connexion with the subject of byelaws with inspect to new 
streets and buildings, the two following sections (158, 159) are 
important. 

Sections 1 58 and 1 59 are in these terms : — 

(Section 158.) “Where a notice, plan, or description of 
any work is required by any byelaw made by an Urban 
Authority to be laid before that Authority, the Urban 
Authority shall, within one month after the same has 
been delivered or sent to their surveyor or clerk, 
signify in writing' their approval or disapproval of the 
intended work to the* person proposing to execute the 
same ; and if the work is commenced after such notice 
of disapproxal, or before the expiration of such irtonth 
without such approval, and is in any respect not in 
conformity with any by elaw T of the Urban Authority, 
tin* l rhan Authority may* cause so much of the w r ork 
as lias been executed to he pulled down or removed. 

“ Where an Urban Authority* incur expenses in or about 
the removal of any work executed contrary* to any* 
byelaw, such Authority' may* reco\ cr in a summary 
manner the amount of such expenses either from the 
person executing the works removed, or from the 
person causing the works to be executed, at their 
discretion. 

“Where an Urban Authority* may, under this section, pull 
down or remove any work begun or executed in con- 
travention of any* byelaw*, or where the beginning or 
the execution of the work is an offence in respect 
whereof the offender is liable* in respect of any* byelaw 
to a penalty*, the existence of the work during its 
continuance in such a form and state as to be in con- 
travention of the byelaw* shall be deemed to be a con- 
tinuing offence*, bin a penalty shall not be incurred in 
respect the*re*of after the expiration of or.e year from 
the day* when the offence was committed or the bye- 
id w was broken.” 

(Section 150.) “ Uor the purposes of this Act, the re- 
erecting of any building pulleel down to or below* the 
ground floor, or of any* frame* building of which only 
the framework is left dow n to the ground floor, or the 
conversion into a dwelling-house of any* building not 
originally* constructed for human habitation, or the con- 
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version into more than one dwelling-house of a build- 
ing originally constructed as one dwelling-house only, 
sh$dl be considered the erection of a new building.” 

In connexion with the byelaws authorized b\ sutinn 1^7 
(3 and 4), and with the interpretation of the important proviso 
^in that section, the attention of the Sanitary Authority max be 
usefully directed to the cases of Tucker; 1 . Rees' (7 Jur.. \.n., 
629), and Burgess Peacock* (16 C. Ii,, n.s., 024; 10 L. T., 
N.S., 617). 

JOHN LAMBKRT. 

Set ref ary. 

Local Government Board. 

• 25 th / uly , 1877. 


These cases will lie iuuml referred to in the notes on byelaw 54, j>j» 1O2 .nut i 3S. 
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BYE LAW S 

W 1*1 II KLSl’LCT TO 

NEW STREETS AND BUILDINGS. 


Interpretation of Terms . 

i. In the construction of the byelaws relating to new streets 
and buildings, the following words and expressions shall have 
the meanings herein-after respectively assigned to them, unless 
such meanings be repugnant to or inconsistent with the context 
or subject matter in which such words or expressions occur ; that 
is to say, — 

“ Base,” applied to a w r all, means the under side of the 
course immediately above the footings : 

41 Topmost storey” means the uppermost storey in a 
building, whether constructed wholly or partly in the roof 
or not, and whether used or constructed or adapted for 
human habitation or not : 

“ Party wall” means : — 

(a.) A wall forming part of a building and being used 
or consul ted to be used in any part of the height or 
length of such w r all for separation of adjoining buildings 
belonging to different owners or occupied or constructed 
or adapted to be occupied by different persons ; or 
(/;.) A wall forming part of a building and standing, 
in any part of the length of such waall, to a greater 
extent than the projection of the footings on one side 
on grounds of different owners : 

14 External wall ” means an outer w f all of a building not 
being a party wall, even though adjoining to a w T all of 
another building : 

44 Public building” means a building used or constructed or 
adapted to be used, either ordinarily or occasionally, as a 
church, chapel, or other place of public worship, or as a 
hospital, workhouse, college, school (not being merely a 
dw elling-house so used), theatre, public hall, public concert 
room, public ball-room, public lecture room, or public 
exhibition room, or as a public place of assembly for 
persons admitted thereto, by tickets or otherw ise, or used 
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or constructed or adapted to be used, either ordinarily or 
occasionally, for any other public purpose : 

“ Budding of the warehouse class *’ means a warehouse, 
factory, manufactory, brewery, or distillery : 

“Domestic building' means a dwelling-house or an office 
building, or other out-building appurtenant to a dwelling- 
house, whether attached thereto or not. or a shop, or any 
other building not being a public building, or of the 
warehouse class : 

“ Dwelling-house ” means a building used or constructed or 
adapted to be used wholly or principally lor human 
habitation : 

“ Width/* applied to a new street, means the whole extent 
of space intended to Ik* used, or laid out so as to admit of 
being used as a public way. exclusive* of an\ steps or pro- 
jections therein, and measured at risgh t .ingles to the course 
or direction or in te nded i < uiim* or direction ol such street. 

Noil TIk’ I’up iii« i *>l ,i .U {'mite mu i pi . t.i l mu of in. ms of thetuins 

used m the su 1 so]iu Mt t i, siitlit unib ol>\ i«nix to icndci explanation »»f tins 

clause unm-t l sxaiv. 11 k inti 1 1 >i< t.Uion ot tens in l))d.i\\s neols < oiNik table 
care, for where no intei pu ution is g,\ui m the Inelawx thcmscKcs the me. mine, 
of am term ( an onh beaxiutanud h\ irfeicini to the cn,n tment umlei wlrnh 
the byelaw m wlmh such teim otuiix is made It h.is been l.tul down m 

the case of /> 7 m /////, app \ (' ; uinihrs, u xp (I, K i | <) I> I ). \-< } , 5^ 

O T. {n.x) 3S, p> 1 1 * ^SSljui ( iio\i, I th.it “ the piopci mode of < onxtiiK 

tion lx to apply the same mniput.ition to t( 1110 iixtd m .1 IklI.iw w h 1 < 1 1 is 

applied to tin* same ii'inix in tlu \< t un<K 1 the pn\u is <>! whn h t he h\( I.iu is 

fianied l’>\ xl ft ion 1 ot tli. I iiU 1 pi 1 t.it mu \f t iS.S() it is pioudtd th.it 

expulsions used m l)\i I i\\x made aft< 1 1 st lmu,ii\, iSt)ii xh.ill h.i\e the s;, me 

mumiip .ix in tin V t unde 1 wlm !i t!u\ .10 made It is oh\ h m is, t hen foi o, 
that it would he unmu s^ii) to iept.it intis b\ * l.iwx tlie dt I'mition o< teims 
already defined h\ tlu \< t undei whuh the budaux \un made, and thru* 
would he no authoiiu foi defining a ti rm m am othci wa\ 

TIk interpretation of otlui Uinistixid m tlu 1 a t law x 1 , already ( ontamed 
in the sections 4 and J50* of the‘ Ihihli* Health \< t 1X7:;, and hem e ( annot he 
embodied in this < lauxe . blit xome of the woidx as f«>i < sa 1 1 1 j >I< * “shut,” 

“ tlramf 1 sewer,” \c - with then st a 1 11 1 < »t \ nit. mines, ax <ji\t n in the \< t, might 
Usefully be in< luded bv Hanitaiv \uthoutiex in an appendix to tin 11 b) claws It 
will fmthei he desirable that the terms “sanitai\ \utliont\ and I )i st 1 h t,” as 
used m the series of l»\tlawx should be :n < matt 1) d* fim d Set' f oik hiding 
paragiaph of letttis addiesstd In the Lot al ( ioyl t nmt lit Uoaid to mluii and 
rural sanitarx authorities, pj>. 1 ami 10 The interpretation of those turns should 
pref ale all other interpretations 

\s regards the • [next ion of what is a building wit Inn the operation of the ^ 
b) claws, section 150 of the I*ul>h< Health A< t, r .S 7 , pioudis tliat “the re- 
erecting of any building pulled down to 01 below tin pound floor, 01 of any 
frame building of whuh onl\ the fraim w rk is 1« ft down to the ground floor, or 
the conversion into a dwelling-house of an\ building not originally fonstimted 
for human habitation, or the (onurnon into rm >re than one dw t lling-house of a f 

* These xcelion- .tic punted m c.\Umo in Appendix So. II., sec* pp. lp5 and ro7. 

1 *' 2 
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building originally constructed as one dwelling-house only, shall be considered 
the erection of a new building.” It may also be useful to refer to the case of 
Fielding v. Rhyl Improvement Commissioners (L. R. 3 C. P. I). 272 ; 38 L. T. 
f (n.s.), 223, 42 J. P. 311 ; 26 W. R. 881). The appellant, who*vas about to 
I Innlcl a number of cottages, erected tw*o brick structures witlfin the district 
i without (omphmg with a bvelaw as to the deposit of plans. One of such struc- 
tuics was intended for a bra k kiln. the other for storing tools and general 
' (onvcnicme of workmen, and the justices found as a fact that the appellant 
intended to pull down both structures upon the completion of the cottages. It 
was held that the stiucturcs m question were not “buildings” within the meaning 
of the byelaws , and that, if the bvelaw s bad been intended to include them, they 
would have been unreasonable 

in the ( use of f/ibbni \ Jc/on Local Board (5 Times Law Reports 274) it 
w r as held that a ( oust 1 \ atoi \ 15 feet :n length and 9 teet in depth built of wood and 
glass against tin M<!e of a house and inside the boundary w’all of the garden, w r as 
not a “building" wjllun the meaning of a b) claw similar to model Clause No. 1 1^ 
Tin Master of the Rolls said that the < ’ourt was not going to say that no con- 
servator) could tome within the byelaw. In Bowes Imw (L. R. 9 Eq. 636), 
on the other hand, a vincr) attached to a wall was held to be a building. Other 
cases beat mg on the question of what is a new’ building, and which may usefully 
be consulted, ate Hobbs \. Dance (43 L. 1 . (n.s.), M. C, 21 ; 29 L. T. (i\.s.), 
687) m win* hit was held that a small building which was pulled down and 
re-emted Mom the same materials in another position was a “ new building ” ; 
Steirny Com In (7 C. R. (n.s.), 99 , 1 L. 1. (n.s ), 33 ; 29 L. J. (n.s.), C. P., 1 ; 
6 J111. (n.s ), 117, 8 W. R. 85), in which a strut ture of wood intended as a shop, 
but laid on trmlnm and not let into the ground, was held to be a building within 
ihe Meliopohtan Paulding Act, 1855, and Ai Jiaidson (app.) v. Brown (resp ) 
(49 1 P. « 1 ), in whnli a building 30 feet long and 13 teet wide, made of wood 
and lestmg on wheels, was held to be a new building. In Halls. Smallpiece 
(30 lav Tinny 7) a 1 oundabout, e<ua\ans and a shooting tent were held not 
to be stiiu lures or motions of a lmneablc character within 45 Viet. c. 14, s. 13. 

Exempted buildings.* - ^ w ' 

2. The following buildings shall be exempt from the opera- 
tion of the* byelaws relating to new streets and buildings : — 

(tf.) An) building in Her Majesty’s possession, or employed 
or intended to be* employed for Her Majesty’s use or service : 

( b .) Any count) or borough lunatic asylum, any sessions house, 
or any other public building belonging to or wholly and per- 
manently occupied by the council of the county, city or borough, 
in w hich such asylum, sessions house, or other public building 
may be situated or may be erected : 

(e.) Any gaol, house of correction, bridewell, penitentiary, or 
other prison, and any building occupied or intended to be occupied 
by any prison officer for the use* of such prison and contiguous 
thereto : 

(d.) Any building (not being a dwelling-house) belonging to 
any person or body of persons authorized by virtue of any Act 
of Parliament to navigate on or use any river, canal, dock, 
harbour, or basin, or to demand any tolls or dues in respect of 
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the navigation of such river or canal, or the use of such dock, 
harbour, or basin, and used or intended to be used exclusively 
under the provisions of such Act of Parliament for the purposes 
of such riv»r, canal, dock, harbour, or basin : 

(e.) Any building (not being a dwelling-house) erected or 
intended to be erected in connexion with anv mine, and used or 
intended to be used exclusi\ely for the working ol stub mine • 

if) Any building erected or intended to be erected according 
to plans previous!) approved In the Land Commissioners lor 
Kngland, or by the Board of Agriculture, under the Improve- 
ment of Land Act, 1S64. or other Act or Acts lor the improve 
ment of land : 

( ;\) Any building which ma\ not be exempt by the opera- 
tion of any of the preceding clauses ot this byelaw, and which 
mav be erected or 111a)' be intend* d to be erected in accordance 
with such plan and in such manner as may Ik* apprn\ ed or 
directed in pursuance of any statutor\ provision in that behalf 
by one of Her Majesty’s Principal Secretaries of State : 

(//.) Any building erected and used, or intended to be erected 
and used, exclusivelv for the purpose of n plant -house, orrhard- 
house, summerhouse, poultrv house, or «i\iar) which shall be 
\vholl\ detached, and at a dLt.uu e of A// fid at tin* least from 
any other building, ami which shall not be heated otherwise than 
by hot water, and in which the fireplaces (if an\ ) shall be 
detached with no tines ot nn\ kind within such plant house, 
orchard-house, summer-house, poullrv -house, or aviary • 

(/. ) Any building which shall not exceed in height thirty feet 
as measured from the lootings of the walls, and shall not exceed 
in extent one hundred aud twenty -Jive thousand tubii feel, and 
shall not be a public building, and shall not be constructed or 
adapted to be used either wholl) or parti) for human habitation, 
or as a place of habitual employment lor any person in any 
manufacture, trade, or business, and shall be* distant at least eight m 
feet from the nearest street, and at least thirty feet from the 
nearest building and from the boundary of any ad joining kinds 
or premises : 

(/.) Anv* building which shall exceed in height thirty feet as 
measured from the footings of the w r alls, and shall exceed in 
extent one hundred and twenty five thousand cubic feci \ and shall 
not be a public building, and shall not be constructed or adapted 
to be used either wholly or partly for human habitation, or as a 
place of habitual employment for any person in any manufacture, 
trade, or business, and shall be distant at least thirty fed from 
the nearest street, and at least sixty fed from the nearest building 
and from the boundary of any adjoining lands or premises : 
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(/c.) Any building erected or intended to be erected for use 
solely as a temporary hospital for the reception and treatment of 
persons suffering from any dangerous infectious disorder. 

• 

Non e.. — (a.) to (g.) The buildings exempted by these sub-sections are, for the 
most pint, dealt with b> some department of State, or, under other circumstances, 
are not such as tan proper!) be brought under the operation of the byelaws, and 
therefoie, m oidu to avoid possible diffic uln it is essential that these paragraphs 
should be retained. 

* It will bt seen, however, that while those Government buildings for the 
construction of which spec sal departmental supervision exists, arc exempted, new' 
buildings of the dwelling house class, c\cn when belonging to any company 
authori/ad b\ Act of I’m liameni to naMgatc canal**, would be subject to the 
operation of tlu bv claws m the same wav a*, ihw buildings belonging to private 
individuals 'I his is a wise arrangement, as those buildings would otherwise be 
undei no lesponsiblc < ontiol whatever. 

buildings belonging to an) railway < ompany, and used for the purposes of 
?uc h lailwa) unde r an) \< t of baihament. are* spe( mll\ e\emj>ted from the bye- 
laws b) the la v t patai’i a] >h of se e . 15;* of the Public Health Act, 1875. 

(// ) It will be- obseived that this snb-se # tion exempts fiom tlu opeiation ot 
the h) claws all those detac he’d buildings which are at a spec ifi( distance trom 
otlui buildings, anil are* intended sold) foi gaiekn pui poses, also poulti) -houses 
and av lanes, and in winch no danger of file* can be icasonablv anticipated 

(/ ) and ( / ) 'i hese (lames air intended to exempt fiom the ope 1 at ion of the 
h)elaw^smh buildings a, do not involve ■mnitai) siipei v ision, and in which blit 
little dang i*i liom file wemid be inc Hired. Agricultuial buildings such, for 
example-, as bams, < :irt house's, and the- like*, would thus, under ordmaiy circu in- 
stances, be exempt piovideel the) aie at a sulfic lent distance fiom neighbouring 
pi eii uses, 1 hi lid mgs, and sticel •>, and theiefoie those buildings might be ( (instructed 
of Umbel and weathei boauling with thatch tools and so forth , while, it they were 
not specially exempted, the) would have to be c onsti ucted with walls of bru k- 
woik 01 othe'i incombustible substances, with slate 01 tile toofs, eVc. It will be 
seen that 1>\ clause (/ ) such buildings in oulei to be exempted must 111 no case be 
within t/yht Ac/ fiom the neaiest stuct, not thirty jut both from the nearest 
building and liom the boimduiv ot the adjoining premises. 1>) sub-section (/.), if 
an) such building is ol gieatei height than thirty ft\t and is of a greater 
capac it y than one huttdted and t<oi ntv fn\ thousand athu feet (50 x 5c' x 50 feet 
the above-named minimum distances must be inci cased to thirty Ject and sixty 
Jett lespe'c tive b , on account c*l the gieatei dungLi that would lesult were the 
•laigci building to take the' It has been suggested that, m oielei to extend the 
usefulness ot the clause still finther. the wouls “not being a building already 
exempted bv this bvclaw ** should be niseited in each ol these clauses (/.) and(/.) 
alter the wools “neaiest building.” The elicit of this alteration would be that 
when one exempted building has been elected, another building of similar con- 
stuu tion might, subject to the same icstrictions, be elected in close proximity to 

it ifelesnei! 

(/*.) 'Plus clause is intended to exempt fiom the operation of the byelaws 
anv building vv hn h mu' lace- be put up to meet some temporary emergency 
wheie tlu' use ol bucks and moitar, &c., would not onlv involve the loss of much 
valuable lime, but would render the building unfit for immediate occupation on 
account ot the* dampness of its walls. 

In some cases it is desired to allow of the erection of corrugated iron 
buildings, and this can be permitted if proper precautions arc taken as to the uses 


For the full text of this section, see Appendix No. II., p. 206. 
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j to which such buildings are to be put, and for the prevention of fire. The 
I following No. 2 exemption lias been fi anted to deal with the subject, and it may 
' be added to No. 2 : — 


Exemption of Iron Bui/dings . 

2 a. The following buildings shall be exempt from the 
operation of byelaws 1 1 to 35, both inclusive, that is to say : — 

(i.) Any building comprising not more than one stoiey ; 

(a.) The external walls of which shall be constructed of or 
wholly covered with gal\ani/rd, corrugated, or other sheet 
iron. 

(b.) Which shall not exceed in height t:ee/re feet, as measured 
from the footings of the* walls to hall tlu* \ertical height of the 
roof* and shall not exceed in extent t:eo thousand iitbn feet ; 

(e.) Which shall not be constructed or adapted to be used 
either wholh or partly for human habitation ; 

(d.) And shall be distant at least ten feet from the* boundary 
of any adjoining lands or premises. 

(ii.) .Any building comprising not more than one storey ; 

{a.) The external walls of which shall be* constructed ol or 
wholly covered with galvanized, corrugated, or other she*et iron ; 

(/>.) Which shall exceed t'lec/i'c fa /, and shall not exceed fifteen 
feet as measured from the footings of the* walls to half the vertical 
height of the roof, and shall not exceed in extent fifteen thousand 
cubic feet . 

(c.) W hich shall not be constructed or adapted to be used 
either wholly or partly for human habitation ; 

(d.) And shall be distant at least eight feel from the nearest 
street, and at least fijict u feet from the nearest building and from 
the boundary of any adjoining lands or premises. 

(iii.) Any building comprising not more than one storey ; 

(a.) The external walls of which shall be constructed of or 
wholly covered with galvanized, corrugated, or other sheet iron ; 

(b.) Which shall exceed fifteen feet , and shall not exceed 
thirty feet as measured from the footings of the w alls to half the 
vertical height of the roof, and shall not exceed in extent eighty 
thousand cubic feet. 

( c .) Which shall not be constructed or adapted to be used 
either wholly or partly for human habitation ; 

(d. ) And shall be distant at least eight feet from the nearest 
street, and thirty feet from the nearest building and from the 
boundary of any adjoining lands or premises. 
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lltth respect to the level of new streets. 

3. Every person who shall lay jut a new street shall lay out 
such street at such level as will afford the easiest practicable 
gradients throughout the entire length of such street for the pur- 
pose of securing easy and convenient means of communication 
with any other* street or intended street with which such new 
street may he connected or may be intended to be connected, 
and as will allow of compliance with the provisions of any statute 
or byelaw in force within the district for the regulation of new 
streets and buildings. 

N<n 1 . — 'This clause prescribes in the simplest and most general way how the 
levels of any new street arc to be determined. In the case of Mayor of Sunder- 
land v. Brown (43 E T. 478. 44 J. 1 \ 831), a person who under a 

(ontnu 1 built along the line of a street laid out by the owner with whom ho con- 
tra ( ted. was laid not to be a “ person who lays out a new street.” Regarding the 
question what is a new stieet, reftrent e maybe made to the case of Baker v. 
J/avor, l.' c , of Portsmouth (I,. R. 3 Ex 1 ) 4 and 157 ; 47 L. J. Ex. 223; 37 
J,. 'J'. (ns), 822; 42 ). 1\ 278), in which it was held that the words “with 
lespet t to the level, width, and construction of new streets ” include the construc- 
tion of the buildings and the buildings themselves and fionl gardens or whatever 
else is at the side of the roadway. This ease was approved of in the subsequent 
case* ol Nokuison v. Barton , Reelcs , J .oca i Board (E R 8 App. Cases 798; 

53 E. J. < h 226, 50 E. T. (n.s.), 57 ; 48 J. I\ 27b). And the same principle 
was applied to an old lanewhah it was held might become a new street when 
buildings weie ere* ted at the side of it. In Maude and others v Bait don 
Local Biuud (E R. 10 <). H. 1 ). 394 ; 48 L. T. (n.s.), 874, 47 J. 644), it 
was held to be a question of fact lor the justices whether or not a road is a new 
stieet. 


lTith respect to the width and construction of new streets . 

4. Every person who shall lay out a new street which shall he 
intrude* 1 for use as a carriage-road shall so lay out such street 
that the width thereof shall he thirty-six feet at the least : 

Non-. ‘—'The width here pi escribed as a minimum width for a new street^ 
intended foi < nrnage traffic, is the least width that is consistent with convenience 
of the existing 01 piospcUne traffic in a district wheie it has been found necessary 
to have urban powers. It is undesirable, moreover, to prescribe a less width than 
thirty si\ U\!, as it is expedient to avoid as far as possible the crowding of house^ 
on a given area. 


5. livery person who shall construct a new street which shall 
exceed one hundred feet in length shall construct such street for 
use as a carriage-road, and shall, as regards such street, comply 
with the requirements of every byelaw relating to a new street 
intended for use as a carriage-road. 
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Note.— T ne requirement of this clause has for its object to prevent the 
tormation of narrow streets of indefinite length such as would be allowable under 
the next clause, and aims at securing transverse openings in such streets so as to 
promote the circulation of air in and across them to the utmost extent. 

• 

6. Every person who shall lay out a new street which shall he Wi(,th 
intended for use otherwise than as a carriage-road, and shall not TCCt 
exceed in length one hundred feet , shall so lay out such street ton< ! ed for 
that the width thereof shall be twenty-four feet at the least : 

Provided always, that this byelaw shall not apply in any case 
where a new street shall not be intended to form the principal 
approach or means of access to any building, but shall be intended 
for use solely as a separate means of access to any premises for 
the purpose of removing therefrom the contents of the receptacle 
of any privy, or of any ashpit, or of any cesspool without carrying 
such ^contents through any dwelling-house or public building or 
any building in which any person may be or may be intended to 
be employed in any manufacture, trade, or business. 

Noie.— This clause permits the formation, under eeitain c iicumstnnics, of 
new streets, affording the principal apple inch to houses, of sin h limited width* as to 
be unsuited for general carriage tiaffu. 

It is worth considering whether it is expedient to encourage the formation of 
the narrow streets permitted by this clause in am distnct that is likely to be 
thickly built over; or whethei the inteiests of the distm t geneially would not he 
best piomoted by omitting this and the last pro eding danse, ns well as the words 
“which shall be intended for use as a carnage load " in danse No. 4, and thus 
requiring every new street to be made at least f/nr/y-st v feet in width. Indeed that 
minimum width might, in many instances, be increased with advantage to, say, 
forty feet. 

It will be observed that the proviso to this clause exempts from the require- 
ment of the clause all back streets affording secondary access to houses. The 
provision of such streets cannot be enforced. In the c ase of Waite, v. Canton 
Local Board (L. R. 3 Q H. 5 ; 37 L. J. M. C. 1 9 , 17 L. T. (\.s ), 201), a byelaw' 
that no dwelling-house should he erected without lmingat the rear or side a road- 
way at least twelve fet wide communicating with some adjoining public highway 
in such situation as the Local Hoard should appiovc for the purpose of offending 
efficient access to the privy or ashpit was held to be ultra vires. Sm h stieets 
should be of the greatest width pioc urable Hut since the provision of a !>a< k 
street cannot be required under a byelaw, it is probable that the provision of 
such streets w r ould at times be hindered if a really adequate width w'ere to be 
prescribed in the b\ claws. Hence no width is specified for back streets in the 
model series. If, however, it be considered desirable, in the inteiests of a locality, 
to lay down a minimum width for such streets, it can be done ; and such width 
should be at least ten feet. The following clause has been adopted : — 

6a. Every person who shall lay out a new street which shall 1 
not be intended to form the principal approach or means of 
access to any building, but shall be intended for use solely as a 
separate means of access to any premises for the purpose of 
removing therefrom the contents of the receptacle of any privy, 
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or of any ashpit, or of any cesspool, without carrying such 
contents through any dwelling-honse or public building in which 
any person may be or may be intended to be employed in any 
manufacture, trade, or business, shall so lay out such street that 
the width thereof shall be sixteen feet at the least, provided that 
if the new street shall not exceed in length three hundred feet , 
the width thereof shall be thirteen feet at the least. 


Width of 
carriage- 
way 

Surface of 
carriage- 
way. 


tion «f new 7* Every person who shall construct a new street for use as a 
streets. carriage-road shall comply with the following requirements : — 
(a.) He shall construct the carriage-way of such street so 
that the width thereof shall be twenty-four feet at the least. 

(/;.) He shall construct the surface of the carriage-way of 
such street so as to curve or fall from the centre or crown of such 
carriage-way to the channels at the sides thereof ; the height of 
the crown of such carriage-way above the level of the side 
channels being calculated at the rate of not less than three - 
eighths of an inch and not more than three fourths of an inch for 
every foot of the width of such carriage-way. 

(r.) He shall construct on each side of such street a footway 
of a width not less than one-sixth of the entire width of such 
street. 


Width of 
footways. 


Surface of 
footways. 


Kerbing. 


(it.) He shall construct each footway in such street so 
as to slope or fall towards the kiYb or outer edge at the rate 
of one-half of an imh in every foot of width, if the footway 
be not paved, flagged, or asphalted ; and at the rate of not less 
than a quarter of an inch and not more than onc-half of an 
inch in every foot of width, if the footway be paved, llagged, 
or asphalted. 

(r.) He shall construct each footway in such street so that 
the height of the kerb or outer edge of such footway above the 
channel of the carriage-way (except in the case of crossings 
paved or otherwise formed for the use of foot passengers) 
shall be not less than three inches at the highest part of such 
channel and not more than seven inches at the lowest part 
of such channel. 


Notk. — The width ( twenty-four feet) prescribed m (a.) for the carriage-way of a 
new stieet is lequisite in order to allow of three ordinary vehicles abreast, one 
stand 1 ng on each side with sufficient space between them to allow another vehicle 
to be easily driven past. 

In cases where a greater width for new streets intended for carriage traffic 
than that prescribed in clause No. 4 is adopted, it may be deemed preferable to 
prescribe a proportionate width for the carriage-way, as for example, two-thirds of 
the entire width of the street for the carriage-way, the prescribed width for the foot- 
way remaining as in (c.). 

In (b.) it may be that the prescribed height of the crown of the carriage-way 
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above the channels at the sides is somewhat in excess of what is frequently 
desirable, and the minimum and maximum heights prescribed should therefore be 
specially considered with reference to the usual form of construction adopted in 
the district. • 

A byelaw was*held to be unreasonable which was in the following terms : — 

“ Every person who constructs a new street shall cause the kerb of each footpath 
in such street to be put in at such level as maybe fixed or appro\ed by the urban 
sanitary authority. No person shall commence the erection of a new building in 
a new street unless and until the kerb of each footpath therein shall have been 
put in pursuant to the preceding requirement.” Rurfland v. Mayor , oj 

Sunderland, (33 W. R., 164 : 49 J. P., 359 : 52 L. T. (N.s.) 616.) 

8. Every person who shall construct a new street shall ,, ; n,l : incc 
provide at one end, at least, ol such street an entrance of a streets, 
width equal to the width of such street, and open from the 
ground upwards. 

NdE. — Although it may be contended that, in the interests ot a distiict, it 
would be very dcsiiable to prevent the founation of streets* with dead ends cuts 
de s ac — b) requiring every new stieet to have a proper entrance at each end, it is 
probable that mam cases vvouM occui in vvhn h sin h a lequuement would a» t 
oppressively Before any alteration in this sense, therefore, is made in the model 
clause, it should be carefully considered whether the circumstances of the district 
will admit of the prohibition of such nils de \ae, without inflicting unreasonable 
hardship on individuals. 

It will be observed that this clause applies to any new street whatsoever, 
whether intended for carnage traffic or not, and that the requisite entrance is to be 
wholly unimpeded by an arch or projection of any kind. 

The section of the Public Health Ait, 1X75, wind) authorizes the making ofXrumigc 
byelaws with respect to new streets, allows b) claws to be made with respect to n< vv 

the sewerage of new streets In lefercnce to this suhjec t, hovvevei, the Total 1 

Government Board, in their circ ular letter, 25th July, 1X77 (see p. 3) when the 
model byelaws were published, explained the t lrcumstant es wlui h led to the 
omission of byelaws on that subject from the model senes, in the following 
paragraph : — 

“It will be seen that the model series contains no byelaws specifying pro- 
visions for the sewerage of new streets, and the reason fortius is that the con 
ditions which such In claws must satisfy are, to so great an extent, dependent upon 
the van mg circumstances of diffeient localities. 'The Board cl<> not anticipate 
that inconvenience will result from the absence of satisfactory byelaws with 
respect to sewerage, for it may be doubted whethei any powers, wine h under such 
byelaws may be lawfully assumed by Sanitary Authorities, will, as regaids extent 
and efficacy, compare with the j lowers vvhu h they denve from the express pro- 
visions of tiie Public Health Act.” 

With respect to the structure of walls, foundations, roofs, and 
chimneys of new buildings for securing' stability and the 
prevention of fires , and for purposes of health. 

9. A person who shall erect a new building shall not con- ™|j v l ^ be 
struct any foundation of such building upon any site which shall from foun- 

dations. 

* For a definition of the term ** street,” see Appendix, No. II., page 195. 
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have been filled up with any material impregnated with foecal 
matter or impregnated with any animal or vegetable matter, or 
upon which any such matter may have been deposited, unless 
and until such matter shall have been properly removed, by 
excavation or otherwise, from such site. 

No'ji,.— -From a Report made by Professor Burdon Sanderson, M.P., F.R.S., 
and the late Professor Parkes, M.D, V R.S., on the Sanitary Condition of Liver- 
pool, experiments, having for their object to ascertain what the effect of time had 
been on the organic matters which, together with cinder refuse, had been used to 
fill up inequalities in the ground, tended to show that “the process of decay of 
all the* most easily destructible matters ” including vegetable refuse “ is completed 
in three years.’ In the case of wood and woollen doth the process was more 
prolonged. The Report further states that “ the vegetable and animal matter 
contained in the cinder refuse decays and disappears in about three years, and is 
virtually jnnoi nous before that tunc.** It may therefore be assumed that for 
practical purposes three years will amply sufiiie for the removal by oxidation, of 
the objectionable matters in such refuse. If, however, f(je< al matter ha$ at any 
time formed part of the refuse, more stringent precautions ought, for obvious 
reasons, to be taken, and even after a lapse of a much longer period all soil which 
\ has been contaminated by siu h matter should be removed before building opera- 
tions can safely be sanctioned. 

It has in some places been found desirable to add to thi^ clause after the 
words “or vegetable matter” in line 4, the words “ or with any refuse product of 
any chemical piocess.” 

Upon the question as to who answers the description of the “ person who 
shall eicc t a new building,” the case of Bogina v. Brown, 45 J.P., 220 — though 
arising under the Metropolitan Building Act, deserves notice. \V. had entered 
into an agieement with J>. to build So houses in the metropolis according to plans 
w 1 1 1 ( h B. deposited with the distnct board B. built about 50 of the houses, and 
then left the rest to be built by C\, and did not interfere further. C. violated 
the byelaws, and H. f as the depositor of the plans, was fined by the justices as the 
person erecting the building c ontiary to the byelaws. Held, that B. could not 
lie deemed the person erecting, after having ceased to superintend the building, 
and that the conviction was invalid. 

10. Every person who shall erect a new domestic building 
shall cause the whole ground surface or site of such building to 
be properly asphalted or covered with a layer of good cement 
concrete, rammed solid at least six inches thick. 

/ Non-.. The sanitan advantages of this clause are considerable. Residence 
/ on a damp subsoil as the foundation for a house, has long been known to favour 
the pievalence of disease, such as pulmonary consumption, hence regulations to 
pi event the passage of dampness from the soil beneath houses into their interior 
are obviously desirable. All soils and rocks are, more or less, jxrrvious ; this is 
I especially the case with gravel, sand, and chalk, which are popularly deemed to 
afford the best subsoils for dwelling-houses. Indeed, chalk will hold some 16 
| per cent, of its weight in water ; in a similar way large volumes of ground air are 

{ held in its pores, and both this and the moisture when drawn up into a house by 

\ the influence of tempeiature or as the effect of a direct suction resulting from 

\ fires, &c\, tend to injurious results. Every year more and more is being learnt as 

\ to the injurious influence of admitting ground air into dwellings, and this especially 

\ in thickly populated places. So also, w here the foundations are laid in some 
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specially dry formation, serious and fatal disease has followed on the soakage of 
filth from a leaky drain on neighbouring premises, or otherwise, into the soil 
beneath a house. This source of danger, which has been found especially grave 
in the case of parvious gravels and fissured rocks, is obviated by the adoption of 
this clause. It is to be remembered that the extra cost of adopting the piecaution 
prescribed in this clause cannot add greatly to the cost of a house, seeing that a 
cubic yard of concrete costs perhaps from ten to fifteen shillings, and, at m\ inches 
thick, will cover an area of fifty-four square feet. It would be an additional 
safeguard to require the upper surface of the concrete to be grouted and tloatcd 
over to a smooth surface with cement. 

If the use of concrete, as prescribed in this clause be adopted, the chslanee 
between the surface of the concrete and the underside of the lloor joists need not 
be more than some three inches (vide clause No. 56, page 1 26) ; but if the < onciete 
be omitted that distance w’ould have to be increased to at least nine /;/i//o,\\hu h 
would involve fully tw'o more courses of bricks throughout all the walls of the 
building — thus going far to counteract the saving effected by the omission of the 
concrete. It may further be pointed out that in many cases, as in halls, lobbies, 
and certain kitchen offices, the concrete may form the finished tloortng, and thus 
save any additional cost for other kinds of flooring. 


In certain low-lying districts, and in localities where excavations have been 
made, as by the removal of brick-earth or clay, a byelaw may be found neccssaiy, 
requiring that such sites shall be specially prepared by elevation and otherwise 
before building operations can be sanctioned. In the Scul< oates rinal district 
(Yorkshire), when* the removal of clay from a flat and low- 1 ) ing tract of land had 
already been in part effected, and where a large increase of such excavations 
was anticipated in connexion with the manufacture of bric ks foi dwelling-houses 
which were about to be erected, it was found desirable to supplement clause No. 
10 by the following one, No. ioa. As regards low-lying sites, as for example 
near rivers, it would be necessary, in any byelaw having a similar object to define 
the area to wffiich it should apply, and the clause No. ion is suggested for the 
purpose. 


ioa. In every case where the intended site of a new building 
may have been or may have formed part of a clay-pit, or where, 
by reason of excavation and the removal of earth, gravel, stones, 
or other materials from such site, the whole or any part o( the 
surface thereof, may be at such a depth below the level of the 
surface of the ground immediately surrounding and adjoining 
such site as may render the elevation of the whole or part of the 
existing surface of such site necessary for the prevention of 
damp in any part of any building to be erected thereon : —A 
person shall not construct any foundation of a new building upon 
such site or upon such part thereof as, for the purpose aforesaid, 
may require elevation, unless and until there shall have been 
properly deposited thereon a layer or layers of sound and suit- 
able material sufficient to elevate such site or such part thereof 
to an adequate height, and to form a stable and healthy sub- 
stratum for such foundation. 
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ion. In every case where the intended site of a new building 
may be within an area bounded by ( here insert boundaries of 
the area to which the following requirement if to apply) * a 
person shall not construct any foundation of such f building unless 
and until there shall have been properly deposited upon the site 
a layer or layers of sound and suitable material sufficient to 
elevate such site to a height at least feet above the 

ordnance datum, and to form a stable and healthy substratum 
for such foundation ; or unless he shall so erect the building 
upon cement concrete, masonry, or brickwork, that the floor of 
the lowest storey shall be at least feet above the 

ordnance datum. 

forexter- 1T - I- very person who shall erect a new building shall 
party " 1 cause SI J C ^ building to be enclosed with walls constructed of 
walls. good bricks, stone, or other hard and incombustible materials, 
properly bonded and solidly put together:--- 

(a.) With good mortar compounded of good lime and clean 
sharp sand, or other suitable material ; or 
(b.) With good cement ; or 

(<.) With good cement mixed with clean sharp sand. 



DUCK AM Ao. I. 


Noil'. Tins clause amis at assisting the I. oral Authority in securing that 
the enclosing w alls— external walls and party walls— of a new' building shall be 
formed not only of hard and incombustible materials, but that such materials 
shall be properly put together with suitable mortar or cement. 

- _ The term “ properly bonded " means the regular interlacing together of the 

bricks whole bricks, not broken bricks or “bats’ as they are called — trans- 
versely as well as longitudinally in the several courses. From this it will be seen 
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that no properly bonded wall can be of less thickness than the length oi a brick. 
Diagram No. i shows the two methods of bonding commonly adopted. A is 
known as Flemish bond, all the courses having “ headers ” and 44 stretchers 
placed alternately; and B, the English bond, having courses of “headeis” 
alternating witlf gourses of 44 stretchers.*' 

In case it may be desired to regulate the construction of hollow walls and 
they would otherwise be prohibited by this clause - a spec lal pros iso has been 
framed prescribing the width of the ca\ity and the maximum distances apait, 
both vertically and horizontally, as well as the mateiial, of the noicssii) 
bonding-ties. Diagram No. 111. shows how the bonding ties ate leoimed t<> be 
placed. The proviso likewise ext ludes the w ultli of the ca\ it x from being ie< koned 
in the thickness of the wall : and it further rev pi ires any woodwork m the wall to 
be protected from damp entering the cavity. It is sometimes considered desiiable 
to further require the cavity to he provided with proper means of draining away 
water from it and of ventilating it. 

Provided that such person may construct any external wall 
of such building’ as a hollow wall, if such wall be constructed in 
accordance with the following rules : — 

(i.) The inner and outer parts of the* wall shall be separated 
by a cavity which shall throughout be of a width not exceeding 
three inches . 

(ii.) The inner and outer parts of the wall shall be securely 
tied together with suitable bonding ties of adequate strength 
formed of galvanized iron, or iron tarred and sanded, or of 
glazed stoneware. Such ties shall be placed at distances apart 
not exceeding three feet horizontally and eighteen indies verti- 
cally. 

(iii.) The thickness of each part of the wall shall throughout 
be not less than four and a half inches. 

(iv.) The aggregate thickness of the two parts, excluding the 
width of the cavity, shall throughout be not less than the* minimum 
thickness prescribed by the* byelaw in that behalf for an external 
w’all of the same height and length, and belonging to the same 
class of building as that to which the hollow wall belongs. 

(v.) All woodwork which may be intended to form the head 
of a door-frame or w’indow-frame, a lintel, or other similar 
structure, and may be inserted in the wall so as to project into 
or extend across the intervening cavity, shall be covered 
throughout on the upper side thereof with a layer of sheet lead 
or other suitable material impervious to moisture in such a 
manner as effectually to protect such woodwork from any 
moisture that may enter the* cavity. 

Where it is antu ipated that buildings will be < onstruc ted of half-timber work, 
the model clause No i i will need some modification, and accordingly < lause No. 
1 1 a has been framed to permit so combustible a material as wood to be introduc ed 
in the construction of the external walls of new buildings in a way that will reduce 
to a minimum the danger of fire, and, at the same time, not impair stability. It 
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will be seen that the new clause provides that, in the case of a detached building 
at least fijteen feet from any other building not in the same curtilage, the external 
walls may be formed of half-timber construction, provided the timber-framing is 
properly put together and the interspares filled in with brickwork and a thickness 
of at least four and a half inches of bri( kwork is placed at the iTack of the timber- 
framing, as shown in Dia ram No. II. Jn the case of attached houses, the 
clause permits blocks of three houses to be erected with intervals of fifteen feet 
between such blocks, and it requires the party walls to project at least one 
inch beyond the timber-framing in the external walls so as to sever the continuity 
of timber from one house to the next. The inlioduction of timber into the 
construction of the external walls of a new building involves slight alterations 
in clauses Nos. 22 and 24. 

Printed draft copies of the modified clauses are supplied by the Local 
Government Board on the application of any Sanitary Authority desiring to 
adopt them. 
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i i \. 1 ' \ < *r\ person who sh.il 1 erect a new building shall, 
except in Mirh r.iM's as a iv hereinafter s| >ecified, cause such 
building to lx* inclosed with walls constructed <>l good brinks, 
stone, or other hard and incombustible materials properh bonded 
and solidl\ put together: 

(tr.) With good mortar i onipounded ol good lime and clean 
sharp sand, or other suitable materi.il ; or 

(h.) With good cement ; or 

(t.) With oood cement mixed with clean sharp sand : 

Provided alw ays . 

(d.) That where a new building intended for use as a dwell- 
ing-house shrill be distant not less than /if /ecu fed from any 
adjoining building not being in the same curtilage, the person 
erecting such new building may construct its external walls of 
timber-framing and in accordance with the following regulations; 
that is t< > sa\ . 

i. The timber-framing shall be properly put together, and the 
spaces between the timbers shall be filled in completely with 
brickwork : 

ii. A thickness of at least four and a half inches of brickwork 
shall be placed at the back of every portion of timber, and shall 
be properly bonded to the brickwork filling the spaces between 
the timbers ; and 

(h.) Where a new building forms or is intended to form part 
of a block of new buildings which shall be intended for use as 
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dwelling-houses, and shall not exceed three in number, and each 
of which shall be distant not less than fifteen feet from any 
adjoining building not being in the same curtilage an*l not forming 
part of the same block, the person erecting suchP new building 
may construct its external walls of timber-framing subject to 
compliance with the following conditions ; that is to say, — 

i. The several buildings shall be separated by party walls, 
each of which shall be constructed in accordance with the 
requirements of the byelaws in that behalf, and shall project 
at least one inch in front of any timber-framing in any adjoining 
external wall : 

ii. The timber-framing shall be properly put together, and the 
spaces between the timbers shall be filled in completely with 
brickwork : 

iii. The thickness of at least four and a half incites of 
brickwork shall be placed at the back of every portion of timber, 
and shall bo properly bonded to the brickwork filling the spaces 
between the timbers. 

Materials 12. livery person who shall erect a new building shall con- 
^,fT s struct every cross wall, which, in pursuance of the byelaw in 
that behalf, may, as a return wall, be deemed a means of deter- 
mining the length of any external wall or party Avail of such 
building, of good bricks, stone, or other hard and incombustible 
materials properly bonded and solidly put together: — 

(a.) With good mortar compounded of good lime and clean 
sharp sand, or other suitable material ; or 
(l.) With good cement ; or 

(r.) With good cement mixed wa'th clean sharp sand. 

Noik -This clause is similar in its objects and requirements 4 o the preced- 
ing clause, No. 1 1, but it applies to those internal cross ^ alls \\lu< as return walls, 
serve in cleteiinining the length of any external wall or party wall [See clause 
Nu. 1 8 (in ) ] Further explanation as to the reason for regulating the construc- 
tion of cross wulls is given in the Notes to clauses Nos. iS and 21. 


Wails to he 1 3. A person who shall erect a new 7 building shall not con- 
phimb' d struct any wall of such building so that any part of such w r all, 
not being a projection intended solely for the purposes of 
architectual ornament, or a properly constructed corbel, shall 
overhang any part beneath it. 

Note. — The object of this clause is to prevent the construction, carelessly or 
otherwise, of a wall out of the peipendu ular or with an undue or impioperly formed 
projection. It does not relate, as sometimes supposed, to the construction of 
balconies, inasmuch as such stuu tines cannot foim tie subject of a 1 \elaw f under 
the 157th section ol The Public Health Act. 1S75. Perhaps the latter part of 
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the clause might with advantage he altered as follows: — “ not being a part properly 
corbelled out, or a projection intended solch foi the purposes of architectural 
ornament, shall overhang any part beneath it.'* 

• 

14. EvcrJ’ person who shall erect a new building shall 
cause ever}- wall of such building which may be built at an angle 
with another wall to be properly bonded therewith. 

Note. — This clause is a valuable one as requiring all leturn walls to be 
properly attached to the walls with which they aie connected so that the latter 
shall have the utmost advantage of the lateral support afforded by the return wall. 
As to “return walls," see Note to clause No. iS. 

15. Every person who shall erect a new building shall con- 
struct every wall of such building so as to rest upon proper 
footings. 

He shall cause the projection at the widest part of the 
footings of every wall, on each side of such wall, to lx* at least 
equal to one-half of the thickness of such wall at its bast*, unless 
an adjoining wall interferes, in which case the* projection may he 
omitted where that wall adjoins. 

He shall also cause tin* diminution of the footings to be in 
regular offsets, or in one offset at the top of tin* footings, and he 
shall cause the height from tin* bottom of the footings to the 
base of the wall to lx* at least equal to heo-fhirtU of the thickness 
of tilt: wall at its base. 

x is" - 

i , • 1 



DIAGRAM Xo. 1\\ 

Noir — The requirements of this clause relate to stability, the object being 
to secure a spreading bottom for a wall to rest upon. *1 be first paragraph pre- 
scribes that tun wall is to ha\e proper footings, the second paragraph specifics 
the width of the footings , and the third paragraph states how the footings are to 
bo arranged, and what height tht\ are to he m proportion to the thickness of the 
wall See Uiagram No. IV. I here are but few* soils in which properly con- 
structed footings to walls can safely be dispensed with — indeed, wherever the 
walls would not rest upon solid rock it would he inexpedient to omit them. 

In the second paragraph the projection of the footing is permitted to be 
dispensed with where an adjoining wall would prevent it from being formed, a 
circumstance which would render the provision of a projecting footing at that point 
far less necessary than if there were no adjoining wall. 
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1 6. Every person who shall erect a new building shall cause 
the footings of every wall of such building to rest on the solid 
ground, or upon a sufficient thickness of good concrete, or upon 
some solid and sufficient sub-structure, as a foundation. 

N OTI , _-.] n districts where the subsoil is day, marl, sand, or other such 
material, it would be desirable to omit the words “on the solid ground, or” in the 
third line of the clause ; hut, of < c>uw\ where the solid ground is a hard rock, it 
would be unnecessary to requite concrete to be put under the walls. 1 he “solid 
and sufficient sub-structure 1 has refeiew e to the use of old walls, girders, columns, 
and the like. 

17. Every person who shall erect a new building shall cause 
every wall of such building to have a proper damp course of 
sheet lead, asphalte, or slates laid in cement, or of other durable 
material impervious to moisture, beneath the level of the lowest 
timbers, and at a height of not kiss than sir inches above the 
surface of the ground adjoining such wall. 

Notk. — T here are important reasons why this clause should be strictly com- 
plied with (see Diagram No. V.). Experiments have shown that one rod of 
brickwork when immersed can, when the bricks aie dry, absorb 40,000 oz. of 
water, and in a like measurement of buck work 27,000 o/s. of water can evaporate 
from the mortar. It lias been urged that, where a building has a basement 
storey, and an area cannot be formed outside to keep the ground away from the 
wall, the clause should requue the outside of the wall to have a coating of 
impervious material. To this, howe\er, it is held, theie is legal objection, as 
such coating would form no part of the structure of the wall itself (as to which 
alone the clause must he restricted), and thereto! e it has been attempted to so 
frame a proviso (see below) to the clause as to require that when the walls of a 
lowest stoiey are below- the le\el of the ground and the giound is actually in 
contact with them, there should be two damp courses in the positions shown in 
Diagram No. VI., and the wall between them should be built as a double wall 
with a cavity in the middle. As an additional precaution the cavity so formed 
might be required to be filled in with asphalte. otherwise it might, in some 
instances, become necessary to make ptovision for diaining and ventilating the 
cavity. Diagram No. VII. shows how the damp-course should lie arranged 
where, as in the case of shops, for example, it is desued to keep the floor at about 
the same level as the giound outside. 
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Pro\ ided always that where an\ part of a floor of the lowest 
storey of such building shall be intended to be below the level of 
the surface of the ground immediately adjoining the exterior 
of such storey, and so that the ground shall be in contact with 
the exterior of such wall, he shall cause such storey to be 
enclosed wnth double walls, having an intervening cavity between 
such walls, of a width of tioo and half inches , and extending 
from the base of such walls to a height of six i?iches above the 
surface of the ground immediately adjoining the exterior of such 
storey. 

He shall cause such w r alls to be properly tied together with 
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suitable and sufficient ties of iron, tarred and sanded, galvanized 
iron, vitrified stoneware, or other suitable material, inserted at 
distances apart not exceeding three feet horizontally ‘and eighteen 
inches vertically. He shall also cause a proper damp course 
of sheet lead, asphalte, or slates laid in cement, or of other 
durable material impervious to moisture, to be inserted in every 
such double wall at the base of such wall and likewise at the 
level of the top of the cavity. 
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18. For the purposes of the byelaws with respect to the 
structure of walls of new buildings, the measurement of height 
of storeys and of height and length of walls shall be determined 
by the following rules : — 

(i.) The heights of storeys shall be measured as follows: — 
{a.) The height of a topmost storey shall be measureef from 
the level of the upper surface of the floor up to the level of the 
under side of the tie of the roof or other covering, or if there is 
no tie then up to the level of half the vertical height of the 
rafters or other support of the roof. 

( 6 .) The height of every storey, other than a topmost storey, 
shall be measured from the level of the upper surface of the 
floor of the storey up to the level of the upper surface of the 
floor of the storey next above it. 

(ii.) The height of a wall shall be measured from the top of 
the footings to the highest part of the wall, or in the case of a 
gable, to half the height of the gable. 

(iii.) Walls shall be deemed to be divided into distinct 
lengths by return walls. The length of a wall shall be measured 
from the centre of one return wall to the centre of another, 
provided that the return walls are external walls, party walls, or 
cross walls, of the thickness prescribed by the byelaws, and are 
bonded into the walls so deemed to be divided. 

A wall shall not, for the purpose of this rule, be deemed a 
cross wall unless it is carried up to the top of the topmost storey, 
and unless in each storey the aggregate extent of the vertical 
faces or elevations of all the recesses and that of all the open- 
ings therein, taken together, shall not exceed one-half of the 
whole extent of the vertical face or elevation of the w r all in such 
storey. 


Note. — This clause is essential for the prevention of dispute as to how the 
height of a storey and of a wall, and how the length of a wall shall be measured in 
order to apply the clauses regulating the thickness for walls of new buildings. 

In sub-section (/>.) it will be observed that the height of a storey, other than a 
topmost storey, is to be measured, not from floor to ceiling, but from the floor to 
the level of the floor above, thus including the thickness of a floor. This mode 
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of measurement is rendered necessary in order that the clauses (Nos. 19 
and 20 ) determining the requisite thu kn.sses tor external walls and party walls in 
the several storeys of a building may be applied continuously throughout the entire 
height of the \will. 

In clauses \\>. 19 and 20 it will he seen that the thickness for the external walls 
and the party walls of any new building is regulated (1 ) at cording to their height, 
and ( 2 ) according to their length. Inasmuch as the stability of a wall depends 
not only on its height, hut on the lateral support it may receive from othei walls 
attached to it, at an angle (the degree of which, if desired, may be defined), and 
usually called “ return ” walls, it has been deemed expedient to pi escribe that the 
length of a wall shall he measured from one return wall to another return wall. 
But such return walls must obviously he walls of a specified and definite chaiacter. 
Hence none hut external walls, party walk, and cioss walls of the piesciibed 
construction and thickness can he regaided as suitable to nffonl the piopet lateinl 
support at the ends of any definite length of wall. T 4 ic pi escribed construction 
and thicknesses for these three classes of walls will he found in clauses Nos. 1 1, 
12, 19, 20, and 21. (Further explanation ns to the reasons for regulating the 
construction of cross walls is gi\en in the Note to clause No. 21.) 

19. Every person who shall erect a new domestic building 
shall construct every external wall and every party wall of such 
building- in accordance with the following rules, and in every 
case the thickness prescribed shall be the minimum thickness of 
which any such wall may be constructed, and the several rules 
shall apply only to walls built of good bricks, not less than nine 
inches long, or of suitable stone, or other blocks of hard and in- 
combustible substance, the beds or courses being horizontal. 

(a.) Where the wall does not exceed twenty-five feel lu ‘k r J| l 
in height its thickness shall be as follows : — 25^1. 

If the wall does not exceed thirty feci in length, and 
does not comprise more than two storeys, it shall be nine 
inches thick for its whole height : 

If the wall exceeds thirty feet in length, or comprises 
more than two storeys, it shall be thirteen and a half 
inches thick below the topmost storey, and nine inches 
thick for the rest of its height. 

( 6 .) Where the wall e xceeds twenty five feet but does 
not exceed thirty feet in height it shall be thirteen and a 30^0. 
half inches thick below the topmost storey, and nine 
inches thick for the rest of its height. 

{cl) Where the wall exceeds thirty feel but does not 
exceed forty feet in height its thickness shall be as 4 ofcet. 
follows : — 

If the wall does not exceed thirty-five feet in length it 
shall be thirteen and a half inches thick below the top- 
most storey, and nine inches thick for the rest of its 
height : / 

If the wall exceeds thirty- five feet in \Lngth it shall be 
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eighteen inches thick for the height of one storey, then 
thirteen and a half inches thick for the rest of its height 
below the topmost storey, and nine inches jRick for the 
rest of its height. 

(d.) Where the wall exceeds forty feet but does not 
exceed fifty feet in height its thickness shall be as 
follows : — 

If the wall does not exceed thirty feet in length it shall 
be eighteen inches thick for the height of one storey, then 
thirteen and a half inches thick for the rest of its height 
below the topmost storey, and nine inches thick for the 
rest of its height : 

If the wall exceeds thirty feet but does not exceed 
forty -five fict in length it shall be eighteen inches thick 
for the height of two storeys, then thirteen and a' half 
inches thick for the rest of its height : 

If the wall exceeds forty-five feet in length it shall be 
twenty-two inches thick for the height of one storey, then 
eighteen inches thick for the height of the next storey, and 
then thirteen and a half inc //c.vthick for the rest of its height. 

(c.) Where the wall exceeds fifty feet but does not 
exceed sixty feet in height its thickness shall be as 
follows : — 

If the wall does not exceed forty-free feet in length it 
shall be eighteen inches thick for the height of two storeys 
and thirteen and a half inches thick for the rest of its height; 

If the wall exceeds forty fii<c feet in length it shall be 
twenty-two inches thick' for 'the height of one storey, then 
eighteen inches thick for the height of the next two storeys, 
and then thirteen and a half inches thick for the rest of 
its height. 

{f) Where the wall exceeds sixty feet but does not 
exceed seventy feet in height its thickness shall be as 
follows : — 

If the wall does not exceed forty-free feet in length it 
shall be twenty-two inches thick for the height of one 
storey, then eighteen inches thick for the height of the 
next two storeys, and then thirteen and a half inches 
thick lor the rest of its height : 

If the wall exceeds forty-five feet in length it shall be 
increased in thickness in each of the storeys below the 
uppermost two storeys b x four and a half inches (subject 
to the provision herein-alter contained respecting distribu- 
tion in piers). 
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( g. ) Where the wall exceeds seventy feet but does not Hc, s ht 
exceed eighty feet in height its thickness shall be as sofcci. 
follows : — • 

If the wafl does not exceed forty five feet in length it 
shall be twenty-two inches thick for the height of one 
storey, then eighteen inches thick for the height of the 
next three storeys, and thirteen and a half inches thick 
for the rest of its height : 

If the wall exceeds forty-five feet in length it shall be 
increased in thickness in each of the storeys below the 
uppermost two storeys by four and a half inches (subject 
to the provision herein-after contained respecting distri- 
bution in piers). 

(//.) Where the wall exceeds eighty feet but does not 
exceed ninety feet in height its thickness shall be as 9 o kri. 
follows : — 

If the wall does not exceed forty- five feet in length it 
shall be twenty-si. r inches thick for the height of one 
storey, then twenty-two inches thick for the height of the* 
next storey, then eighteen inches thick for the height of 
the next three storeys, and then thirteen and a half nuhes 
thick for the rest of its height : 

If the wall exceeds forty-jive feet in length it shall be 
increased in thickness in each of the store) s below the 
uppermost two stories by four and a tialf nuhes (subject 
to the provision herein-after contained respecting distri- 
bution in piers). 

(/.) Where the wall exceeds ninety feet but does not llr, r h1 
exceed one hundred feet in height its thickness shall be as 
follows 

If the wall does not exceed forty-jive feet in length it 
shall be twenty-six inches thick for the height of one 
storey, then twenty-two inches thick for the height of the 
next two storeys, then eighteen inches thick for the height 
of the next three storeys, and then thirteen and a halt 
inches thick for the rest of its height : 

If the wall exceeds forty -five feet in length it shall be 
increased in thickness in each of the storeys below the 
uppermost two storeys, by four and a half inches (subject 
to the provision herein-after contained respecting distri- 
bution in piers). 

(f) If any storey exceeds in height sixteen times the 
thickness prescribed for its walls, the thickness of each 
external wall and of each party wall throughout that 
storey shall be increased to one-sixteenth part of the 
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height of the storey, and the thickness of each external 
wall and of each party wall below that storey shall be 
proportionately increased (subject to the provision herein- 
after contained respecting distribution in piers). 

(h.) Every external wall and every party wall of any 
storey which exceeds ten feet in height shall be not 
less than thirteen and a half inches in thickness. 

(/.) Where by any of the foregoing rules relating to 
the thickness of external walls and party walls of domestic 
buildings an increase of thickness is required in the 
case of a wall exceeding sixty feet in height and forty-five 
feet in length, or in the case of a storey exceeding in 
height sixteen times the thickness prescribed for its walls, 
or in the case of a wall below that storey, the increased 
thickness may be confined to piers 2>roperly distributed, 
of which the collective widths amount to one fourth part 
of the length of the wall. The width of the piers may, 
nevertheless, be reduced if the projection is propor- 
tionately increased, the horizontal sectional area not 
being diminished ; but the projection of any such pier 
shall in no case exceed one-third of its width. 


Note. — The thicknesses preset ibed in this clause are applicable to the 
external walls and the party walls of domestic buildings, and would accordingly 
apply to ordinary dwelling-houses. They are the least thicknesses that, in the 
several instances, can properly be regaided as sufficient to secure a due amount 
of stability and, at the same time, to preserve the interior of the house from 
effects of the weather, though, in older to secuie this with any degree of certainty, 
some increase on the smallest pi escribed thic kness would, m most localities be 
necessary. In ordei to curtail' the length of this clause, it is sometimes proposed 
to onnt that pait of it which relates to buildings above a ceitain height, on the 
supposition that houses of the gieat heights theie mentioned ate not likely to be 
erected in the district. This, however, is not altogether wise, inasmuch as should 
any building of a height greater than such as may be mentioned in the lnelaws 
be proposed to be erected in the district, the Sanitary Authority would be wholly 
unable to exercise any control over the thickness of the walls of such building. 
In the event, however, of the prescribed thicknesses for walls of greater heights 
being omitted, it is necessary to point out that sub-sections ( ;.) (£.), and (/.) 
should still be retained, though a slight modification may be requisite in (/.) if the 
sub-sections relating to walls exceeding sixty feet m height arc omitted. 

It will be seen that, by the first paragraph, the clause relates exclusively to 
external walls and party walls constructed of bricks of the usual si/.e, or of suitable 
stone or other blocks of suitable matenal, the beds being horizontal. A subse- 
quent clause (No. 22) deals with walls in which the courses are not horizontal, or 
which are formed of materials other than bricks. 

In sub-section (/■), eleven is sometimes substituted for “ ten." 

Sub-section (/.) has reference to the parenthetical sentence in the latter part 
of sub-sections (/), (g.), (/-.), (/.), and (./.) Diagrams Nos. VIII. and IX. will 
serve to illustrate the requirements of this clause. 
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20. Every person who shall erect a new public building Of a Thickness 
new building of the warehouse class shall construct every external Hf,mhl!c 
wall and tyery party wall of such building in accordance with l»uiltlings 
the following rules ; and in every case the thickness prescribed 
shall be the minimum thickness of which any such wall may bc ofthe 
constructed, and the several rules shall apply only to walls built cia’s. h ° USe 
of good bricks, not less than nine inches long, or of suitable 
stone or other blocks of hard and incombustible substance, the 
beds or courses being horizontal. 

(a.) Where the wall does not exceed twenty jive feet in 
height (whatever is its length) it shall be thirteen and a 
half inches thick at its base. 

(/;.) Where the wall exceeds twenty-free feet but does 
not exceed thirty feet in height it shall be at its base of 
the Thickness following : 

If the wall does not exceed forty-Jiee feet in length it 
shall be thirteen and a half inches thick at its base : 

If the wall exceeds forty-jive feet in length it shall be 
eighteen inches thick at its base. 

(r.) Where the wall exceeds thirty feet but does not ^ hl 
exceed forty feet in height it shall be at its base of the i 
thickness following - 

If the wall does not exceed thirty-jive feet in length 
it shall be thirteen and a half inches thick at its base : 

If the wall exceeds thirty jive feet but does not exceed 
forty jive feet in length it shall be eighteen indies thick at 
its base : 

11 the wall exceeds forty-five feet in length it shall be 
twenty-two inches thick at its base. 

(d.) Where the wall exceeds forty feet but does not 
exceed fifty feet in height it shall be at its base oi the 50 ao. 
thickness following : — 

If the wall does not exceed thirty feet in length it 
shall be eighteen inches thick at its base : 

If the wall exceeds thirty feet but does not exceed 
forty jive feet in length it shall be twenty-tivo inches thick 
at its base : 

If the w r all exceeds forty -five feet in length it shall be 
twenty-six inches thick at its base. 

(r.) Where the wall exceeds fifty feet but does not 
exceed sixty feet in height it shall be at its base of the 6c/fect. 
thickness following : — 

If the wall does not exceed forty five feet in length it 
shall be twenty-two inches thick at its base : 
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If the wall exceeds forty-five feet in length it shall be 
twenty-six inches thick at its base. 

Height (y.) Where the wall exceeds sixty feet but does not 
7o P fcct. exceed seventy feet in height it shall be at its base of 
the thickness following : — 

If the wall does not exceed forty-five feet in length it 
shall be twenty-two i 7 iches thick at its base : 

If the wall exceeds forty-five feet in length it shall be 
increased in thickness from the base up to within sixteen 
feet from the top of the wall by four and a half t 7 iches 
(subject to the provision herein-after contained respecting 
distribution in piers). 

Height Where the wall exceeds scve 7 ity feet but does not 

8q 1 feet . exceed eighty feet in height it shall be at its base of the 
thickness following : — 

If the wall does not exceed forty-five feet in length it 
shall be twc 7 ity-two inches thick at its base : 

If the waill exceeds forty-five feet in length it shall be 
increased in thickness from the base up to within sixteen 
feet from the top of the wall by four and a half inches 
(subject to the. provision herein-after contained respecting 
distribution in piers). 

Mpto' 1 (/'•) Where the wall exceeds eighty feet but does not 
90 feet, exceed 71/7/cly feet in height it shall be at its base of the 
thickness following : — 

If the wadi does not exceed forty-five feet in length it 
shall be twenty -six inches thick at its base : 

If the wall exceeds forty-five feet in length it shall be 
increased in thickness from the base up to within sixteen 
feet from the top of the wall by four and a half inches 
(subject to the provision herein-after contained respecting 
distribution in piers). 

(/•) Where the wall exceeds ninety feet but does not 
100 feet, exceed one hu7idrcd feet in height it shall be at its base of 
the thickness following : — 

If the wall does not exceed forty-five feet in length it 
shall be twenty-sir inches thick at its base : 

If the Avail exceeds forty-five feet in length it shall be 
increased in thickness from the base up to within sixteen 
feet from the top of the Avail by four a 7 id a half i 7 iches 
(subject to the provision herein-after contained respecting 
distribution in piers). 

(/.) The thickness of the Avail at the top, and for 
sivtee/i feet beloAv the top, shall be thirteen a?id a half 
inches , and the intermediate parts of the wall between the 



base and sixteen feet below the top shall be built solid 
throughout the space between straight lines drawn on 
each side of»the wall and joining the thickness at the base 
to the thickness at sixteen feet below the top. Never- 
theless, in walls not exceeding thirty feet in height the 
walls of the topmost storey may be nine inches thick, 
provided the height of that storey does not exceed ten 
feet. 

(/’.) If any storey exceeds in height fourteen times 
the thickness prescribed for its walls the thickness of each 
external wall and of each party wall throughout that 
storey shall be increased to one-fourteenth part of the 
height of the storey, and the thickness of each external 
wall and of each party wall below that storey shall be 
proportionately increased (subject to the provision herein- 
after contained respecting distribution in piers). 

(/.) Every external wall and every party Avail of any 
storey which exceeds ten feet in height shall be not 
less than thirteen ajui a half inches in thickness. 

(;//.) Where by any of the foregoing rules relating to 
the thickness of external walls and party walls of public 
buildings or buildings of the warehouse c lass an increase 
of thickness is required in the case of a wall exceeding 
sixty feet in height and fotty-froe fet in length, or in the 
case of a storey exceeding in height fourteen times the 
thickness prescribed for its walls, or in the case of a wall 
below r that storey, the increased thickness may be confined 
to piers properly distributed, of which the collective! 
widths amount to one fourth part of the length of the 
wall. The width of the piers may, nevertheless, be 
reduced if the projection is proportionately increased, the 
horizontal sectional area not being diminished ; but the 
projection of any such pier shall in no case exceed one- 
third of its width. 

Ncvi e — This clause regulates the thic kness of the external walls and the party 
walls of buildings of the warehouse class and of public buildings, for all of which 
a greater thickness isncces.sar) than is specified m the case of dwelling-houses. 

It will be observed that the sub-sections (a.) to (/.) inclusive, prescribe the 
requisite thickness at the base of the wall according to its height and length, and 
that sub-section ( /.) prescribes the permissible diminution of the thickness above 
the ba>e of the wall ; hence, even if some of the sub-sections relating to the 
greater heights are omitted, for the sake of brevity, a course that is not very 
expedient, sub-section ( /.) would still be necessary to make the rest of the clause 
applicable. Sub-sections (k ), (/ and (m.) should also be retained, and are 
subject to similar remaiks to those made on the c corresponding sub-sections in the 
preceding clause. D agrams Nos. X. and XI. will serve to illustrate the 
requirements of this clause. 
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21. Every person who shall erect a new building shall con- 
struct, in accordance with the following rules, every cross wall 
which, in pursuance of the byelaw in that behalf, m?y, as a return 
wall, be deemed a means of determining the length of any 
external wall or party wall of such building; and in every case 
the thickness prescribed shall be the minimum thickness of which 
any such wall may be constructed ; and the several rules shall 
apply only to walls built of good bricks, not less than mne 
inches long, or of suitable stone or other blocks of hard and 
incombustible substance, the beds or courses being horizontal : — 

The thickness of every such cross wall shall be at least two- 
thirds of the thickness prescribed by the byelaw in that behalf 
for an external wall or party wall of the same height and length 
and belonging to the same class of building as that to which such 
cross wall belongs, but shall in no case be less thap nine 
inches : — 

Hut if such cross wall supports a superincumbent external 
wall the whole of such cross wall shall be of the thickness pre- 
scribed by the byelaw in that behalf for an external wall or a 
party wall of the same height and length and belonging to the 
same class of building as that to which such cross wall belongs. 

No'ih. — This clause is a vei) necessary one in the intcieslh of builders. It 
is to be observed that it doe** not prescribe a thickness for all the internal 
divisions separating one room fiom another in the same house Such divisions 
are wholly unregulated, and ma\ be so constituted as to be, in fact, no “walls” 
at all, but merely paititions ol timbei hauling con ered with lath and-plaster, or 
boarding, and so ioith. This clause deals only with those cross walls m a new 
building which, as described in clause No. iS (in ), aie used in determining the 
length of an\ external wall oi am paitx wall, and upon which the stability ot such 
external and pait) wall in pait depends If referent e to such cross walls as are 
heie described be omitted tioin the b\ claws, the length of external walls and 
party walls would have to be measuied trom othci letutn external or part) walls, 
thereby sometimes passing b\ a cross wall, and thus necessitating a gi eater 
thickness m the external 01 put\ wall than would be lecjuisite it its length were 
measured the shot ter distant e to the centre of the cross wall 

22. livery person who shall erect a new building and shall 
construct any external wall, party wall, or cross wall of such 
building of any material other than good bricks not less than 
nine inches long, or suitable stone, or other blocks of hard and 
incombustible substance, the beds or courses being horizontal, 
shall comply with the following rules with respect to the thick- 
ness of such wall : — 

(a.) Where a wall is built of stone, or of clunches of bricks, 
or other burnt or vitrified material, the beds or courses not 
being horizontal, its thickness shall be one-third greater than that 
prescribed by the byelaw in that behalf for a wall built of bricks, 



99 


but in other respects of the same description, height, and length, 
and belonging to the same class of building : 

( 6 .) A wall built of other suitable material, shall be deemed 
to be of sufficient thickness if constructed of the thickness pre- 
scribed by the byelaw in that behalf for a wall built of bricks, 
but in other respects of the same description, height, and length, 
and belonging to the same class of building. 

Noti:. — It will he observed that the preceding three clauses (Nos. 19, 20, 
and 21) relate only to walls constructed of brickwoik or masonry. This is done, 
not only because it is the most usual form of constiuction, but because it affords 
the most convenient means of determining the lequisite thickness. Since other 
materials, however, such as masonry in combination with brickwork, or rubble 
work with random courses, &c„ are frequently used, this clause deals with 
the thickness of walls so constructed according to the materials used. In 
some districts, where boulder or flmtwork, or half timber woik, &c., is in 
common use, special modifications of the c lause have to be introduced. Some 
of suCh modifications are suggested in c lause No. 2 2 a, of whic h printed copies 
can be obtained on application to the Local Government Board. 

2 2 a. Every person who shall erect a new building and shall 
construct any external wall, party wall, or cross wall of such 
building of any material other than good bricks not less than 
eight and a half inches long, or suitable stone or other blocks of 
hard and incombustible substance, the beds or courses being 
horizontal, shall comply with tlu* following rules with respect to 
the thickness of such wall : — 

(tf.) Where a wall is built of stone or chinches of bricks, or 
other burnt or vitrified material, the beds or courses not being 
horizontal, or of llintwork, the thickness of such wall shall be 
one-third greater than that prescribed by the: byelaw in that 
behalf for a wall built of bricks but in other respects of the 
same description, height, and length, and belonging to the same 
class of building. 

{/>.) A wall built of other suitable material, or of a combina- 
tion of brickwork and llintwork in which the proportion of 
brickwork is equal to at least onc-Jifth of the entire content of 
the wall and is properly distributed in piers and horizontal courses, 
or of half-timber work, shall be deemed to be of sufficient thick- 
ness if constructed of the thickness prescribed by the byelaw in 
that behalf for a wall built of bricks, but in other respects of the 
same description, height, and length, and belonging to the same 
class of building. 

23. Every person who shall erect a new building and shall 
leave in any storey or storeys of such building an extent of 
opening in any external wall which shall be greater than one-half 
of the whole extent of the vertical face or elevation of the wall or 
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walls of the storey or storeys in which the opening is left shall 
construct : — 

(a.) Sufficient piers of brickwork or other sufficient supports 
of incombustible material so disposed as to carty the super- 
structure ; and 

( 6 .) A sufficient pier or piers or other sufficient supports of 
that description at the corner or angle of any street on which the 
building abuts ; or 

(c.) Such a pier or other support in each wall within three 
feet of the corner or angle of the street. 

Note. — This clause is intended to regulate the formation of openings in 
externa Iwalls of new buildings, such as for bay-windows, shop-windows, and the 
like, in order to ensme a due amount of support for the superincumbent wall. It 
will be observed that it applies only to openings of more than ordinary breadth, 
and th.it subsection (tr.) relates to su< h openings as are within the length of a 
single \ all, while sub-sec tions (// ) and (r.) relate to openings extending lip to the 
angle fc rmed bv two return walls -at the corner of a street, for example, — and 
pi escribe two alternative methods of supporting the superstructure, as shown in 
Diagram No. XII. 



DIAGRAM W\ XII. 

24. Every person who shall erect a new building of the 
warehouse class shall cause even loophole frame of wood, that 
is to say, every framework of wood surrounding any door or 
window opening in any storey of such building for the reception 
or delivery of goods, to be fixed at a distance of not less than 
one inch and a half from the face of any external wall. 

Subject to the foregoing provision, every person who shall 
erect a new building shall cause all woodwork in any external wall 
of such building (except any bressummer, or any storey post 
under a bressummer, and any frame of a door or window 
of a shop) to be set back in reveals four inches at least from 
be outer face of such wall. 



Id 

Noth. — The object of this clause is to requite window frames, &c , to be set 
back Irom the outer face of any external wall ot a new building m order that, in 
the event of fire, the burning of the woodwork referred to shall be less dangerous 
to adjacent property and less liable to interfere, by falling out or otherwise, with 
persons outside tfie building. For convenience of business, woodwork about any 
shop-front is exempted from the operation of the clause, and in the case of build- 
ings of the wai chouse class, doots for the ingress or egiess of merchandise are 
allowed to he nearl) flush with the outer face of the wall. 

Of course, if the byelaws permit of the construction of half-timber buildings 
(see Note to clause No. 1 i), it will be necessary to exempt from the operation of 
this clause any timber-framing which , in pursuance of the provisions oj the byelaw 
in that behalf, may form part of any external wall of such building; and, in that 
case, those words are usually inserted after the word 4< shop '* m the parenthesis m 
the second paragraph of the clause. 


25. Every person who shall erect a new building shall cause Parapets 
such .part of any external wall of such building as is within a waiiVof 11 * 
distance o { fi fteen feet from any other building to be carried up 
so as to form a parapet one foot at least above the highest part nMlings * 
of any roof or gutter which adjoins such part of such external 
wall, and he shall cause the thickness of the parapet so carried 
up to be at least nine inches throughout. 

Note. — This clause relates to the prevention of the spiead of lire from one 
burning building to another adjacent detac lied building. 'Thus when, fot example, 
a row of detached 01 semi-detached villa residences is built, and the distance in 
the intervals between them is less than fifteen fett, the clause would prolrbit the 
eaves of the roofs from projet tmg bevond the adjacent sides of the houses, as 
shown in Diagram No. XIII., and would require the adjacent external side walls 
to be carried up so as to form parapet walls as indicated in Diagiam No. XJV 
In man) clique ts, howevei, it lias been deemed advisable to mochiy the c lause so 
as to apply onl\ to buildings of somewhat large si/e, and to exempt small dwelling- 
houses as to which, in the event of a fire occ Hiring, it could not he of a very 
dangerous extent. The limit of si/e for the purposes of this exemption is usually 
one of height. With a view of giving effect to this, the following modification of 
this clause is sometimes adopted. See clause No. 254, printed c opies of which 
are supplied on application to the Local Government Board. 
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DIAGRAM No. XIII. 
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ELEVATION OF DETACHED HOUSES LESS THAN 
15 FEEJ DISTANT FROM EACH OTHER. 

DIAGRAM No. XIV. 


2 5 A. Every person who shall erect a new public building, a 
new building of the warehouse class, or a new domestic building 
which may be intended to be used wholly or partly as a shop or 
as a place of habitual employment for any person in any rrtanu- 
facture, trade or business, or which may be intended to be used 
exclusively as a dwelling-house and may exceed thirty feet in 
height, shall cause such part of any external wall of such building 
as is within a distance o { fifteen fed from any other building to 
be carried up so as to form a parapet one foot at least above the 
highest part of any roof or gutter which ad joins such part of such 
external wall, and he shall cause the thickness of the parapet so 
carried up to be at least nine inches throughout. 


toparty k ycr > r Person who shall erect a new building shall cause 

w»lu. every party wall of such building to be carried up nine inches 
at the least in thickness : — 

(i-) Above the roof, Hat, or gutter of the highest building ad- 
joining thereto to such height as will give, in the case of a 
building of the warehouse class, or of a public building, a distance 
of at least three feet , and in the case of any other building a 
distance of at least fifteen inches measured at right angles to the 
slope of the roof, or above the highest part of any llat or gutter, 
as the case may be : 

(ii.) Above any turret, dormer, lantern light, or other erection 
of combustible materials fixed on the roof or fiat of any building 
within four feet from the party wall, and so as to extend at least 
twelve inches higher and wider on each side than such erection : 

(iii.) To a height of twelve inches at the least above such part 
of any roof as is opposite to and within four feet from the party 
wall. 

In every case w’here the eaves of the roof project beyond the 
face of the building, he shall cause every party wall of such 
building to be properly corbelled out, in brickwork, or stonework 
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to the full extent of such projection, and to be carried up above 
the projecting eaves, nine inches at the least in thickness, to such 
height as will give, in the case of a building of the warehouse 
class, or of a« public building, a distance of at least three feet , 
and in the case of any other building a distance of at least 
fifteen inches measured at right angles to the slope of the roof. 



m ic.KAM .\c. .\r. 


No ie. — Tim ia a most impoitant regulation, anti one that has long been in 
operation in many towns. Its object is to pre\ent the spread of fire from one 
burning building to an adjacent attached building separated from the first by a 
party wall. It requires such part) wall to be c ontinued up through and above the 
roof, so as to form a parapet of a specific height according to the class of build- 
ing, the parapet being also corbelled out tluough the projet ting eaves, as shown 
in Diagram No XV. In the absent e of sut h parapet, ll a building is on fire, the 
Hames are blown over the ioof of the adjoining house and split the slates, there- 
by exposing the mol timbers, whit h at once bet ome ignited, thus increasing the 
work of destruction. Of ionise, in the case of a fne oct uinng in a very smail 
building containing no special stole of t ombustibles, the danger to the adjoining 
house would be much less than m tlu case of a large house or warehouse filled 
with combustible goods. JJent e it is not unusual in semi-urban districts to so 
modify this clause as to exempt from its operation dwelling-houses of less than thirty 
feet in height, but in that rase, it becomes necessary to ret pi ire every party wall 
to be properly carried up to the underside of the slates or other covering of the 
roof. 

To meet these circumstances the following modified clause sometimes takes 
the place of the above one. See ( lausc No. 26a, printed copies of which are 
supplied on application to the Loc al Government Hoard. 

If section 109 of the 10 and 11 Viet., c. 34, is in force by reason of its 
incorporation with a Local Act, neither No. 26 or No. 26A can be adopted. 

25 a. Every person who shall erect a new public building, a Parapets 
new building of the warehouse class, or a new domestic building wJiho( 
which may be intended to be used wholly or partly as a shop or ccrtain 
as a place of habitual employment for any person in any manu- buildings, 
facture, trade, or business, or which may be intended to be used 
exclusively as a dwelling-house and may exceed thirty feet in 
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height, shall cause every party wall of such building to be carried 
up nine inches at the least in thickness : — 

(i.) Above the roof, flat or gutter of the highest building ad- 
joining thereto to such height as will give, in the case of a public 
building, or of a building of the warehouse class, a distance of at 
least three feet , and, in the case of any such domestic building as 
is herein-before described, a distance of at least fifteen inches 
measured at right angles to the slope of the roof, or above the 
highest part of any flat or gutter, as the case may be : 

(ii.) Above any turret, dormer, lantern light, or other erection 
of combustible materials fixed on the roof or flat of any building 
within four feet from the party wall, and so as to extend at least 
tivelve inches higher and wider on each side than such erection : 

(iii.) To a height of twelve inches at the least above such part 
of any roof as is opposite to and within four feet from the party 
wall. 

In every case where the eaves of the roof project beyond the 
face of the building, he shall cause every party wall of such 
building to be properly corbelled out, in brickwork, or stonework 
to the full extent of such projection, and to be carried up above 
the projecting eaves nine inches at the least in thickness, to such 
height as will give, in the case of a public building or of a 
building of the warehouse class, a distance of at least t/n'ee feet y 
and, in the case of any such domestic building as is herein- 
before described, a distance of at least fifteen inches measured 
at right angles to the slope of the roof. 

Every person who shall erect a new domestic building which 
may be intended to be used exclusively as a dwelling-house and 
may not exceed thirty feet in height, or which may be intended 
to be used as an office building or other out-building appurtenant 
to a dwelling house, whether attached thereto or not, shall cause 
every party wall of such building to be carried up at least as high 
as the under-side of the slates or other covering ol the roof 
of such building. 

He shall also cause the slates or other covering of the roof to 
be properly and solidly bedded in mortar or cement on the top 
of the wall, and shall cause the roof to be so constructed that 
no lath, timber, or woodwork of any description shall extend 
upon or across any part of such wall. 

For the purposes of this byelaw, the height of a building 
shall be measured upwards from the top of the footings of the 
walls thereof to the level of half the vertical height of the roof, 
or to the top of the parapet, whichever may be the higher. 

Note. — If in any case, neither the original model clause No. 26 nor the 
modified clause No. 26A, is adopted, and section 109 of the 10 and 11 Viet., c. 



34. is not in force, the following clause must be included so as to secure that all 
party walls are carried up to the underside of roofs. 

26k. Every person who shall erect a new domestic building 
shall cause every party wall of such building to be carried up ,u 
least as high as the under side of the slates or other covering of 
the roof of such building. 

He shall also cause the slates or other covering of the ro..| 
to be properly and solidly bedded in mortar or cement on tin- 
top of the wall, and shall cause the roof to be so constructed 
that no lath, timber, or woodwork of any description shall extend 
upon or across any part of such wall. 

27. Every person who shall erect a new building shall cause I'.iupoisio 
every wall of such building, when carried up above an;, roof, ll.it, Ih 
or gutter, so as to form a parapet, to be properly coped or other- 
wise protected, in order to prevent water from running down the 
sides of such parapet, or soaking into any wall. 

No ik. — I t will he observed that this clause, which is for the 1 puu*ntmn <>l 
damp in the walls of houses, and is, therefore, a Inclaw foi pm poses o! health, 
applies to all parapet walls whethei formed voluntaiily or in (omphaiue with mmiu 
of the building regulations, hence there is advantage in utammg tin <l.m*r. 
w hethei parapet walls are required under the In claws or not 


28. A person who shall erect a new building shall not (on 
struct any party wall of such building so that any opening shall 
be made or left in such wall. 

Noth —'This clause is intended to pievent persons from tmpioperh forming 
openings in patty walls of new buildings In whi< h theie would be dangu of the 
spread of fire. It also servo to prevent windows fiom being formed in .1 
party wall of a high building so as to overlook an adjoining building of Uss 
height, a condition which might tend to increase the risk of spread of fne. 

29. A person who shall erect a new building shall not make 

any recess in any external wall or party wall of such building llIM i par ty 

(a.) Unless the back of such recess be at the least nine ** l,,s * 
inches thick ; 

( 6 .) Unless a sufficient arch be turned in every storey over 
every such recess ; 

(r.) Unless in each storey the aggregate extent of recesses 
having backs of less thickness than the thickness prescribed by 
any byelaw in that behalf for the wall in which such recesses are 
made do not exceed one-Jialf of the extent of the vertical 
superficies of such wall ; 

(</.) Unless the side of any such recess nearest to the inner 
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face of any return external wall is distant at the least thirteen 
and a half inches therefrom. 

Note. — The object of this clause is mainly to secure stabifcty in external 
and party walls, and to prevent the regulations as to their thickTiess from being 
negatived by the omission of part of the substance of the wall in an improper 
manner. 


30. A person who shall erect a new building shall not make 
in any wall of such building any chase which shall be wider than 
fourteen inches or more than four and a half inches deep from 
the face of such wall, or shall leave less than nine inches in 
thickness at the back or opposite side thereof, or which shall be 
within thirteen and a half inches from any other chase, or within 
seven feet from any other chase on the same side of such wall, 
or within thirteen and a half inches from any return wall. 

Noth. — This is a useful clause for preventing the impairment of the stability 
of a wall by the formation of a chase (/.**., a vertical recess in which pipes are 
often fixed, and extending tlnough a considerable part of the height of a wall) in 
an improper manner or position in any wall. 
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31. A person who shall erect a new building shall not place 
in any party wall of such building any bond timber, or any plate, 
block, brick, or plug of wood. ^ 

Note. — The primary use of a party wall is to prevent the spread of fire\ 
from house to house ; hence whatever wood is introduced into such wall tends 
to impair its chief usefulness. It is, therefore, most important to prohibit the 
insertion of all unnecessary tnnbei and woodwork in such walls and especially 
the introduction of bond-timber and wood plates, lloop-uon is an excellent 
substitute for bond-timber, and can be used wheie requisite in a part) wall, either 
for bonding purposes or instead of a wood plate. A double tier of hoop-iron 
affords an exc client hold for the nails used in fixing wood grounds for skirtings 
and other woodwork. C'oiuiete blocks are also made as substitutes for wood 
bricks. 


Emu of 32. A person who shall erect a new building shall not place 
hnwiy**' ^nd an > T bressummer, beam, or joist in any party wall of 
walls. such building, unless the end of such bressummer, beam, or joist 
be at least four and a half inches distant from the centre line of 
such party wall. 

Note. — -This regulation is important for the prevention of the spread of fire 
from one house to another. It recognizes, as a minimum requisite thickness, 

| nine inches of brickwork between the ends of joists, &c., inserted in the opposite 
j sides of a party wall, and requires this minimum thickness to be equally divided 
? on both sides of the centre line of such wall. Hence joists, beams, &c., cannot 
^ properly be inserted in a nine-inch wall. In such a case, the joists should be 
1 laid parallel with the party wall, their ends resting on the external front and rear 
\ walls, or on some internal wall of the building ; and such trimming joists and 
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other timbers as must be laid at a right angle to the party wall should be sup- 
ported on a proper corbel, or on a wood plate resting on two or three courses of 
bricks properly corbelled out, or on suitable iron brackets built into the wall in 
the manner indicated in Diagram No. XVI. The regulation is an es- cntul one, 
and, in effect, is ill extensive operation in various districts, including the metro- 
polis, where, under the 18 & 19 Viet., c. 12 2, sec. 15(1) and (2), it has been in 
use for upwards of 35 years. 




33. Every person who shall erect a new building shall cause 1 
every girder to be borne by a sufficient template of stone, iron, 
terra-cotta, or vitrified stoneware of the full breadth of the 
girder. 

Note. — T his is a necessary regulation as tending to secure stability by 
ensuring an even bearing for the ends of girders ; but, in practice, it is usual to 
make the template somewhat wider than the breadth of the girder, and, in this 
respect, the requirement of the clause would seem capable of improvement. 

34. Every person who shall erect a new building shall cause 
every bressummer to have a bearing in the direction of its 
length of four inches at least at each end, on a sufficient pier of 
brick or stone, or on a storey post of timber or iron fixed on a 
solid foundation, in addition to its bearing on any party wall ; 
and 
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He shall also, if necessary, cause such bressummer to have 
such other storey posts, iron columns, stanchions, or piers of 
brick or stone on a solid foundation under the sam£ as may be 
sufficient to carry the superstructure. • 

Note. — 'P his clause is intended to secure stability by ensuring direct 
support for the ends of bressummers irrespective of the walls into which they may 
be inserted. The second paragraph gives power to require extra support to be 
provided elsewhere than at the ends, whenever such extra support may be 
necessary. 


operTlpact* 35 * Every person who shall erect a new building shall cause 
inside par- the open space inside any partition wall of such building, or 
;r s ’* C ’ between the joists in any wall of such building, to be stopped 
stopped, with brickwork, concrete, pugging, or other incombustible 
material, at every floor and ceiling. 

Note —'This clause is intended to arrest the rapid spiead of fire from one 
pnrt of a burning building to another, by preventing curients of air from passing 
along the space between the joists and studding of floois and partitions. 


36. Every person who shall erect a new building shall, 
except in such case as is herein-after provided, cause every 
chimney of such building to be built on solid foundations and 
with footings similar to the footings of the wall against which 
such chimney is built, and to be properly bonded into such 
wall : 

Provided, nevertheless, that such person may cause any 
chimney of such building to be built on sufficient corbels of 
brick, stone, or other hard and incombustible materials, if the 
work so corbelled out does not project from the wall more than 
the thickness of the wall measured immediately below the corbel. 

No’il — T he object of this clause is to ensure the stahiht\ of chimney- 
bieasts by lequmng propel foundations for them. The proMso, however, will 
allow the lower part of a chimney -breast to be dispensed with in certain cases 
where desired such as in a shop, for e\ample--if the chimne\ breast above be 
properly supported, and if the protection be not too great in proportion to the 
thickness of the wall from which it i> projected. It is sometimes remarked that 
the byelaws as to chimneys contain no regulations as to the size of chimney- 
flues. 'This subject, however, is already dealt with in the old Chimney Sweeper’s 
Act, 3 & 4 Viet., c. S5, s. 6,* and cannot, therefore, form the subject of a 
byelaw. 

flues'tTbc 37- Kvct T Person who shall erect a new building shall cause 
pargeted* the inside of every Hue of such building to be properly rendered 
inside. or pargeted as such flue is carried up, unless the whole flue shall 
be lined with fireproof piping of stoneware at least one inch 

* This section 1 printed in txtenso in Appendix No. II., p. 213. 
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thick, and unless the spandril angles shall be filled in solid with 
brickwork or other incombustible material. 

Such pejson shall also cause the back or outside of such flue, omsidcof 
which shall n«t be constructed so as to form part of the outer in'i-S 
face of an external wall, to be properly rendered in every case 
where the brickwork of which such back or outside may be KIuere ' - 
constructed is less than nine inches thick. 

Note. — This clause requires the inside of a flue to be covered with pargeting, 
or to be lined with piping, so as to preclude the possibility of soot accumulating in 
the joints of the brickwork, or of fire penetrating them. It also requires the outer 
side of the brickwork of a flue, when only half a brick thick, and when such flue 
is in a party wall or a cross wall, to be rendered or covered with a coating of 
plaster so as to close up all interstices. 


38. Every person who shall erect a new building shall cause ( 
every flue in such building which may be intended for use in !\m' ll1 ’ 
connexion with any furnace, cockle, steam boiler, or close-lire, t t NUa 
constructed for any purpose of trade, business, or manufacture, 
or which may be intended for use in connexion with any cooking 
range or cooking apparatus of such building when occupied as a 
hotel, tavern, or eating-house, to be surrounded with brickwoik 
at least nine inches thick for a distance of ten fee/ at the least in 
height from the floor on which such furnace, cockle, steam 
boiler, close-fire, cooking range, or cooking apparatus may be 
constructed or placed. 

Non.. —This clause again relates to the pre\ention of flic. It requites in the 
case of certain fireplaces where the heat is likely to be more than ordinarily gieat 
and continuous, that the flue from it shall be of extra thickness foi a specific 
height. 

;o. Every person who shall erect a new building shall cause* s "i>p <,rl 
a sufficient arch of brick or stone or a sufficient bar of wrought- insist 
iron to be built over the* opening of every chimney of such 
building to support the breast of such chimney; and if the 
breast projects more* than four and a half inches from the face of 
the wall, and the jamb on either side is of less width than 
thirteen and a half inches, ho shall cause the abutments to be 
tied in by a bar or bars of wTOught-iron of sufficient strength, 
eighteen inches longer than the opening, turned up and dow n at 
the ends, and built into the jambs on each side. 

Noi k -—Tin** clause aims at securing stability in the ( (instruction of chimney- 
breasts In requiring a suitable bar of iron, or a stone lintel, to be inserted over the 
fireplace opening to support the superincumbent brie kwork, and also, where the 
projection of the chimney-breast is great (as, for example, nine or thirteen and a 
half inches), and the jambs or sides of the fireplace are comparatively insufficient 
to resist the thrust of the arch over the fireplace opening, by further requiring the 
jambs to be properly tic. cl together with iron bars. 
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jambs of 40. Every person who shall erect a new building shall cause 
opening, the jambs of every chimney of such building to be at least nine 
inches wide on each side of the opening of such clymney. 

—This regulation is of importance for securing stability in the con- 
struction of chimney-breasts, as well as for diminishing danger of fire. 


Thickness 41. Every person who shall erect a new building shall cause 
workabout the breast of every chimney of such building and the brickwork 
flues nty or stonewor ^ surrounding every smoke flue and every copper 
u " , ‘ flue of such building to be at least four and a half inches in 
thickness. 

Non-.. — '1'his clause is necessary as a precaution against fire. It would pro- 
hibit the formation of chimney-flues with bricks laid on edge or with ordinary 
stoneware or other pipes unenclosed with brickwork or stonework. 


Thickness 42. Every person who shall erect a new building shall cause 
backs mmy the back of any chimney opening in a party wall of any room 
which may be constructed for occupation as a kitchen to be at 
least nine inches thick to the height of at least six jeet above 
such chimney opening, and he shall cause such thickness to be 
continued at the back of the flue. 

Such person shall cause the back of every other chimney 
opening in such building, from the hearth up to the height of 
twelve inches above such opening, to be at least four and a half 
inches thick if such opening be in an external wall, and nine 
inches thick if such opening be elsewhere than in an external wall. 

Note. -The first paragraph prescribes the requisite thickness of brickwork 
at the back of a kitchen fireplace in a party w nil ; it likewise requires that this 
prescribed thickness shall he continued upwards at least six fret above the fire- 
place-opening and then at the back of the chimney-flue. This is desirable in 
order to prevent the possibility of communication of fire to the adjoining house 
owing to the gieat heat that usually passes up kitchen chimneys. The second 
paragraph permits the brickwoik behind ordinary fireplaces to be only four and a 
half inches thick, if in an external wall, hut requires a thickness of nine inches if 
in an internal cross wall or in a party wall. 

Thickness 43. Every person who shall erect a new building shall cause 
work^lf the upp er side of every flue of such building, when the course 
certain of such flue makes with the horizon an angle of less than forty - 
kiUebt five degrees, to be at least nine inches in thickness. 

Note. — This clause is intended to secure safety from fire in the case of 
certain flues which are considerably out of the perpendicular, and in which, if the 
upper side of the flue w T ere not very substantial, the ascending heat might be a 
source of danger. 
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44. Every person who shall erect a new building shall con- Arch chim- 
struct every arch, upon which any flue ma) be carried, so that 's«!pport«i 
such arch sljall be effectually supported by means of a bar or bars 
of wrought-iren of adequate strength. ' m ' 

He shall cause every such bar, to the extent of four ami a 
half inches, to be securely built or pinned into the wall at each 
end thereof. 

He shall provide, for every nine inches of the width of the 
soffit of such arch, one at the least, of such bars as a means of 
support for such arch. 

Note. — This clause is intended to increase the stability of flues wlun c on 
structed upon any kind of arch leading them from an outbuilding to the m.nn 
building, as is not uncommonly done in the ease of the flue fiom the washhouse 
or other one-store) domestic office projected from the rear of a dwelling house. 


45. Every person who shall erect a new building shall cause Minimum 
every chimney shaft or smoke flue of such building to be carried h r H ' ht for 
up in brickwork or stonework all round at least four ana a halt .ii»«*w ' 
inches thick to a height of not less than three feet above the 

roof, flat, or gutter adjoining thereto, measured at the highest 
point in the lint* of junction with such roof, flat, or gutter. 

Noil.. — The objci t of this clause is to require the strut ture of any < himne\ 
stack, irrespec ti\t* of the (himne\ {)ot to be earned up sufficiently abo\e the roof 
to prevent danger of liic 

46. A person who shall erect a new building shall not cause Maximum 
the brickwork or stonework of any chimney shaft of such 
s^juilding, other than a chimney shaft of the furnace of any steam above 
engine, brewery, distillery, or manufactory, to be built higher M,nfs * 
aboV-e the roof, flat, or gutter adjoining such chimney shaft, 
nieasiirt^rh'froin the highest point in the line of junction with 

such roof, flat, or gutter, than a height equal to six times 
the least width of such chimney shaft at the level of such 
highest point, unless such chimney shaft shall be built with and 
bonded to another chimney shaft not in the same line with 
such first-mentioned chimney shaft, or shall be otherwise made 
secure. 


Noje. — T he effect of this \ ery necessary rfowise is to determine the maxiim 
height to which any chimney stick of a house iViay, with propriety, be r J ;l 
without endangering its stability. In some exposeo^ocalities, it may beualf. 
of consideration whether instead of si a times the faast width, it 


be necessary to fix jive or even jour times that width as maumui 
any chimney stack unless special and adequate means of teiakinc* 0 
adopted. ' J 1 
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Metal 47. A person who shall erect a new building shall not place 

lleiffluL any iron holdfast or other metal fastening nearer than two 
inches to the inside of any flue or chimney opening in such 
building. • 

Note. — The object of this short clause is to preclude the insertion of iron 
holdfasts, in connexion with woodwork, in such undue proximity to flues as might 
cause danger of fire. 


Timt)er 48. A person who shall erect a new building shall not place 
ms * any timber or woodwork : — 

(a.) In any wall or chimney-breast of such building 
nearer than nine inches to the inside of any Hue or chimney 
opening : 

(h.) Under any chimney opening of such building within 
fifteen inches from the upper surface of the hearth thereof. 

A person who shall erect a new building shall not drive 
any wooden plug into any wall or chimney-breast of such 
building nearer than six inches to the inside of any flue or 
chimney opening. 

Note. — This is one of the most important clauses for the prevention of fire. 
The careless way in which timber is often fixed in undue proximity to chimney- 
flues and fireplaces, is a most fertile cause of outbreaks of fne. The prohibition 
in sub-section (/>.) relates to the insertion of timber or other woodwork into the 
wall or chimney-breast beneath the back hearth or chimney-opening itself, and 
not, as may perhaps be supposed, to the laths, &c., forming the ceiling beneath 
the hearth. The hearth merely forms that part of the floor which is usually con- 
structed of incombustible materials as a precaution against fire, but theie is no 
general statutory authority to make a byelaw at all as to floors and hearths. 
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49. Every person who shall erect a new building shall cause 
the face of the brickwork or stonework about any flue or 
chimney opening of such building, where such face is at a 
distance of less than two inches from any timber or woodwork, 
and where the substance of such brickwork or stonev^ 
than nine inches thick, to be properly rendered. , 

Note. — This is another clause relating to the prevention of fir 
brickwork about a chimney-flue or a fireplace is only half a brick i 
joints are vet bable to have crevices in them, either at the outs 

w <£' h cases, a small accumulation of so z 
43. Eve ^’lence of a current of air, be extrei 

the upper SltSo w * t * 1 ^ ie brickwork. In order to prevent such 

f V \ Nvoik is sufficiently distant, the outer surface of 

suen llue nitl. ^ d with a coating of plaster, so as to effectually stop 
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inching 5 °“ve. — T his clauwho shall erect a new building shall not con- 

ney ,. struct ai^s which af, e y or fl lie of such building so as to make or 
leave in s . ^* c j,; mne y or flue any opening for the insertion of 



any \ emulating valve, or for any other purpose, unless such 
opening be at least nine inches distant from any timber or other 
combustible substance. 

Note. — T h# object of this clause is to prevent the improper arrangement 
of openings into chimney-flues. 

51. A person who shall erect a new building shall not fix in romance 
such building any pipe for the purpose of conveying smoke or p-,Xf r om 
other products of combustion, unless such pipe be so fixed at 
the distance of nine inches at the least from any combustible 
substance. 

Non . -The rcqimemcnts of this i emulation are sufficient!) ohuous to lender 
explanation unnecessary Hut the wav m which stove pipes are sometimes care 
!esd\ fixed, rendeis the clause one of peculiar importance 


52. livery person who shall erect a new building shall cause u<«»isto 
the flat and roof of such building, and every turret, dormer, 
lantern-light, skylight, or other erection placed on the flat or 1 umiiusti- 
roof of such building to be externally covered with shites, tiles, l 1 ’ K lls n,,llc * 
metal, or other incombustible materials, except as regatds any 
door, door frame, window’ or w indow frame of any such turret, 
dormer, lantern-light, sk\ light, or other erection 

He shill also cause every gutter, shoot, or trough in con- 
nexion with the root of such building to be constructed of 
incombustible materials. 

Nmi .— File effer t of this regulation is to prohibit the use of that* h, tarred 
tclt, and other combustible materials as coverings foi roofs. Thatch is not only 
dangerous on account of its combustibility, but it is < bjectionable on sanitary 
grounds, as it undergoes decomposition, and likewise hat hours insects and 
vermin : it has also been suggested as unsafe, because tending to retain infection 
occurring in the house c>ee ‘*()ur Homes and How to Make them Healthy," 
page 8, (oisscll X: (\> ) 

If however the clause were to lequirc hoarding undei the slates, or opher 
covering, there would he much advantage on the score of health, since’ the 
interior of the house would he less influenced by changes of temperature. / 

1‘he second pmagiaph prohibits tin* use of wooden or other combustible 
,utters, as they afford great facility for the spread of lire. / 

52A. Every person who shall erect a new building shall cause r ‘ avc \ 
the roof or fiat of such building to be so constructed that all 
w*ater falling on such roof or fiat shall be received in suitable ! 
gutters, shoots, or troughs, and shall thence be discharged into a 
pipe or trunk provided in pursuance* of the byelaw in that behalf. 1 

Note. — Tins clause has been framed as an additional one in order to enable 
Sanitary Authorities to require suitable arrangements to he provided for carrying 
off rain water from the roofs of new building" The requirements of this Manse 
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relate only to the collection of rain water in vallcv or caves gutters. Another 
clause (6oa) will be found which deals with the carrying away of the wa f er so 
collected. The clause is useful chief!) in Rural Sanitary Districts. In Urban 
Districts it is to a great extent rendered unnecessary by the 10 & ; i Viet., c. 34, 


With respect to the sufficiency of the space about buildings to secure 

a free circulation of air , and with respect to the ventilation 

of buildings .+ 

3pen 53. Every person who shall erect a new domestic building 

front 0 0” 'dial! provide in front of such building an open space, which shall 
new build- 1 )( . f ree f rG m any erection thereon above the level of the ground, 

, except any portico, porch, step, or other like projection from such 
/ building, or an\ gate, fence, or wall, not exceeding seven feel in 
height, and which, measured to the boundary of anv lanjjs or 
premises immediately opposite, or to the opposite side of any 
street which such building may front, shall, throughout the whole 
line of frontage of such building, extend to a distance of twenty- 
four feet at the* least ; such distance being measured in every case 
at right angles to the external face of any wall of such building 
.w hich shall front or abut on such open space. 

A person who shall make any alteration in or addition to such 
building shall not, by such alteration or addition, diminish the 
extent of open space provided in pursuance of this byelaw in 
connexion with such building. 

Noil'.— In order to sent re sufficient s|u<e about buildings to allow free 
circulation of air, it is nei essary that even new domestic building should have 
adequate open space in front of it as well as at its iear. A subsequent clause 
deals with the space at the real, whereas this amis at securing an open space in 
front , equal at the least to what would occur were the building elected on the 
street botindui) o! the nairowest street permissible under the In claws - \i/., 
tu'enty-jour U\t. (See clause No 6, p. 73.) The necessity for such a c lause as 
this is shown (see Diaginm No. XXTllln the numerous instants in which 
houses have been erected in what had been previously back gardens, so that, in 
course ot time, certain districts have become crowded with narrow couits having 
houses on one or both sides, and approached by passages tiom the main streets. It 
will b<\ observed that the clause is so liamed as to allow the width ot the stieet 
in froni\ of the house to be reckoned in the space required to be provided, and 
that it impermissible to have on the space so required to be provided any porch, 
or portico*, or fence wall. 

One Valuable effect of tins clause is, that on the 1 e-erection of existing 
domestic buildings in streets of less width than 24 feet, the widening of such 
streets so far as air-space is concerned, is gradually secured. But it has been 
contended, amongst other objections to this application of the c lause, that whilst 
the onus of providing sufficient land to secure the 24 feet of open space to the 

* This section is printed in c a ten so in Appendix No. II., p 213 

t The words of this heading are those of the statute, and should not he altered or added to. 
See Public Health Act, 1875, sec. 137 (3.) p. 206. 



front is thrown upon the person who first re-creels such a building on one side 
of a narrow street, his opposite neighbour, who happens to re-build at a later 
date, is altogether relieved trom providing any space to meet this obligation. 



DIAGRAM No. XVII. 

In order to deal with this objection, and at the same time to avoid the gradual 
formation of an irregulai line of house-frontage in such stieets, the following 
clause has sometimes been substituted for the model < lause 

53A. Every person who shall erect a now domestic building 
shall provide in front of such building an open space, which, 
measured to the boundary of any lands 01 premises immediately 
opposite, or to the opposite! side of any street which may not be 
less than twenty fonr feet in width at the point where such 
building may front thereon shall, throughout the; whole* line 
of frontage of such building, extend to a distance of twenty-jour 
feet at the least ; such distance* being measured in every case 
at right angles to the external face of any wall of such building 
wh»ch shall front or abut on such open space. 

Where a new domestic building may be intended to front 
on a street laid out before the confirmation of these byelaws, 
and of a less width than twenty fonr fed % the person who shall 
erect such building shall provide in front thereof an open space, 
which, measured to the opposite side of such street throughout 
the whole line* of frontage of such building, shall extend to a 
distance! equal at least to the width of such street, together with 
one-half of the difference between such width and twenty Jour 
feet. 

Any open space provided in pursuance of this byelaw shall 
be free from an\ erection thereon above the level of the ground, 
except any portico, porch, step, or other like projection from 
such building, or any gate, fence, or wall, not exceeding seven 
feet in height. 
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/ A person who shall make an) alteration in or addition to 
such building shall not, by such alteration or addition, diminish 
^the extent of open space provided in pursuance of t this byelaw 
in connexion with such building. • 

/ 54 . Ever) person who shall erect a new domestic building 
shall provide in the rear of such building an open space exclu- 
sive!) belonging to such building, and of an aggregate extent 
of not less than one hundred mid fifty square feet , and free from 
any erection thereon above* the* level of the ground, except a 
watercloset, earthcloset, or pri\), and an ashpit. 

He shall cause such open space to extend, lateral!}, through- 
out the entire width of such building, and he shall cause* the 
distance across such open space from even part ol such building 
to the boundar) of an\ lands or premises immediately opposite 
or adjoining the site of such building, to be not less in an)' case 
than ten feet. 

If the height of such building be fifteen feet he shall cause 
such distance* to hr fifteen feet at the least. 

If the height of such building ix* twenty Jive Jeet he shall 
cause such distance* to be twenty feet at the least. If the height 
of such building Ik*, thirty- free Jeet or exceed thirty-free Jeet he 
shall cause* such distance to be* twenty- free feet at the least. 

A person who shall make any alteration in or addition to such 
building shall not, by such alteration or addition, diminish the 
aggregate extent of e>pen space provided in pursuance of this 
byelaw in connexion with such building, or in any other respect 
fail te> comply with any provision of this byelaw. 

P'or the purposes of this byelaw the height of such building 
shall be; measured upwards from the level of the ground over 
which such open space shall extend to the level of half the 
vertical height of the roof or to the top of the parapet, which- 
ever may be the higher. 

Noth- Adequate open spare at the tcai of domestic buildings has for many 
' years been regarded as essential to the healthiness of such buildings, and 
accordingly a regulation for securing that object has usually been included in 
every set of building regulations. It is sometimes sought to allow the requisite 
space to be either at the rear or at the side, but inasmuch as if it is provided at 
the side of the building it would permit of the houses being arranged as what are 
termed “back-to-back houses/*— an airangcment which, for sanitary and other 
reasons has been found to be most unde suable— the alternative should not be 
permitted, and the prescubed amount of space should be provided wholly at the 
rear.* Indeed if it is wished to require an open space to be provided partly at 
the side and partly at the rear, the minimum prescribed total area of such space 


* Sec the Report to the Local Government Boaut by I)i. Rarrv ami Mr. P. (•onion Smith, 
F. RtI.H.A., on Back-to-back hou>e*. February, 1S88. Eyre ami Spottisw oude, London. 
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ought to be considerably increased. The space at the rear ought, morcoxer, to 
extend throughout the entire width of the building as described in the clause. 
The minimum requisite area prescribed In the clause i*> a \er\ small one. and u 
would be of advantage if it could be increased without i h.mrc ot updating with 
undue hardship.* The distance across the requisite space is a most impoitant 
factor in the arrangement, and the principle ot m« teasing tint distance avoiding 
to the height of the building — measured in feet rathei than in stoiexs - is a sound 
one. See also Note to clause No 73, ]>. 1 4S With respect to what max be 
regarded as an erection encioachmg on the }mim nhol open it max Ik 

usetul to reler to the case of Adam* < a pp. > \. Zhomh\ Iswi: Z^nud ticsp ) 
— 37 J.P., 662, m whu h it was held that a small wooden iciu c. thiec lei t 

six inches high, erected lound the house so as to cm ioa< h upon the ana ot 
open spate required by the Local Boaui s bx claw s, was piopeilx held b\ the 
justices to he an erection within the meaning ot the bxelaxx 

The distance at ross the open spat e must be mcasmed m sm h a wax as not to 
include any land whith does not exchisixelx belong to the building 1 01 whu h open 
space is provided Hint 1 it is not permissible tt) reckon the width ot am 
back passage as part of the open spat 1 . as the passage would m most t ascs U 
used 1*1 common b) sexetal ottupieis. and e\en it it weie not the existence ot a 
feme wall between it and the lest ot the opt n spate would be contraix t*» tin 
bvelaxv as has been alteadx shown. t he ease < »t /c/a \ \ Z\ttn (51 I P 
52 J. P 60) however, remoxes anx doubt on the point, lot it wastluie held that 
a street in the rear of premises xxasthe “opposite piopeitx to whu h the distant e 
across the open space must be measined and not to .1 budding on the othci ncle 
of it. 

In the case of 'JinZctr (App ) x. Zut .. ( Kesp ), 7 /////'A x. s 620, it appealed 
that under section >4 of the Lo< nl (lo\ eminent \< t, a local boaui ot 

health had made a byelaw that xxheiexei anx ojm.ii sp,n t had bun lilt belonging 
to anx building, such «*puce should ncxci aMci wauls be built upon xxithout the 
consent of, \< , and without leaxmg an open sp.u c belonging to such building 
of a spec iftcd si/e and dumnsioiis The C'ourt held that it the bxelaxx applied to 
open spaces belonging to old buildings it xxas bad 

Jf in anx c jsc* it is dt siu d tu exempt stables horn tin uquin me nts as t< 
open space in the real the tolloxxing proxiso max be adopted 

‘‘ Pioxided alxxaxs that this bxelaxv shall not appl) so as to requue anx open 
space to be proxided m the real ot any domestic building nthei than a dwelling- 
house xvheie such building is nppmtcnant to a dwelling house, and is not of a 
greater height than sue h dwelling house, and abuts on the open space pioxided 
in the* rear of such dxxcllmg-house, and x\ here the* open space so pioxided is 
sufficient to complx with the* rc quit t mints of this b\elaw. 

“ Proxided, fuither, that in anx c ase xxheie sue h building is of a greater height 
than the dwelling-house to xxhich it is npj *11 r tenant, the foiegoing exemption sh.ill 
apply, if the open space left m the re*ai of sue li clw e llmg house* would be siiffic u nl 
to comply with the requiiements of this byelaw xvere the dwelling-house* »»f a 
height equal to the height of the other building. 

The four diagrams on pace iiSserxe to illustiate the < hiet requite liienls ot the 
Model clause. I hagrain No \\ 111 show - the 1 u 1 1 1 11 1 1 ti 1 11 leqmsite area and distant e 
across as prescribed in the" hiM and second paragiaphs ol the clause and it xxill 
be seen tliat the distance there prescribed is lequisite in *»id*. 1 that the require 
ments of clauses Nos 74 and So max be < omphed xxilh as legarcls the pioxiinity 
of prixies and ashpits to buildings. Diagrams XIX., XX , and XXI show the 
requisite areas and distances at ross that aie pi esc ribed bx the third and fourth 
paragraphs respect ix el x . and it will be observed in e*ac h instance* tbit the* distance 
across is goxerned bx the* highest poition ot tile lunlding. «md not by the height 
of the projecting out-building, die measurement brine Horn the rearmost xxall 
whether there be an out building or not 









The existing requirements in force in the metropolis are at times referred to'' 
in connexion with this question of the provision of open space to the front and 
rear of domestic buildings. As to this the Royal Commission on the Housing 
of the Working Classes, 1884, after referring to those requirements on p. 32 of 
their First Repcfrt go on to recommend as follows : — 

“ 1. That upon the lines of the existing enactments in the Acts of 1862 and 
1878, rules of more general application be framed to control the height of 
buildings in relation to the open space which should be required to be provided 
in front of the buildings, either in the form of land exclusively belonging to each 
building and kept free from erections, or in the form of an adjoining street. 

2. That in the rear of every new dwelling-house or other building to be con- 
trolled by rules ordinarily applicable to dwelling-houses, and whether in old or 
in new streets, there be provided a proportionate extent of space exclusively 
belonging to the dwelling house or building; that this space be fiee fiom 
erec tions from the ground level upwards ; that it extend laterally throughout the 
entire width of the dwelling-house or building : that lor the distance across the 
space from the building to the boundary of adjoining premises a minimum be 
prescribed: and that this minimum increase with the height of the dwelling' 
house? or building.’’ 

There are, however, circumstances in which new domestic buildings are so 
placed that the actual health requirements as to open space are met without strict 
adherence to the terms of Clause No. 54. Thus, in the case of a new domestic 
building erected on a site lying between two streets which meet ‘ m acute angle, 
the building, of necessity, has open space on the two sides abutting on the adjac ent 
streets, and in this way reasonable means of through \entilatton by windows 
and doors is provided without the need foi additional air sj»a< e on a third side 
which may happen technically to constitute the rear. All, the.efore, that is 
icquned in the inteiests of health is the further provision of suffic ient open space 
on whic h a privy and ashpit can properly be erected. 

A proviso on the following lines may be framed to meet such a case. 

Proviso for sites adjoining tioo streets meeting of an acute angle. 

Provided that in any case where the site of a new domestic building 
may' abut on two or more streets, and by reason of the form or dimensions 
of the site of a new domestic building, it mav be impracticable to provide in 
the rear of such building such an extent of open space as will satisfy the 
preceding requirements of this bye-law, a person may erect aiy such 
building in acc 01 dance with the following requirements : 

He shall construe t sue h building so that there shall be on the side or 
sides other than the front of sue h building wine h so adjoin streets an open 
space having a distant e across fiom even part of sue h building to the 
opposite side of tin street 01 streets immediate ly adjoining sue h site of not 
less than ten fet t which shall Ik free from any erection thereon above the 
level of the ground (except any porta o. porch, step, 01 other like projection 
from such building, oi any gate, fence, or wall not exceeding »mv/ feet m 
height), and which dull extend laterally thioughoiit the entire length of 
>ucV mcIc or Mcle^ of sii« h building He sb » 1* prove!* on one side* of the 
site, not being the front of sr* h building, an open spac e which shall 
exclusively belong to such building, which shall be free from any erection 
thereon above* the* level of the ground, e\< < pt a waten losrt, earthc loset, or 
privy and an ashpit, which shall extend laterally throughout at least ten feet 
of such side of the* site of su< h building, and ac ross whx h the distanc e 
from the opposite part of such building to the* side of the site which abuts on 
any lands or premise'* immediately opposite or on any street immediately 
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/ adjoining such site, but not being one of the two streets hereinbefore referred 
/ to, shall be not less in any case than len feet, and shall be connected with 
one of the streets on which such building abuts by means of a passage or 
/ other similar opening so arranged as to be capable at all tinfcs of affording 
/ a free circulation of air between the open space and such sfreet aforesaid. 

, He shall cause the aggregate extent of open space which shall, in 

' pursuance of the preceding requirements, be provided or left on two or 
more sides other than the front of such building, to be not less in any case 
than two hundred and fifty square feet. 

Diagram XXII illustrates the requirements of this proviso, and shows the 
open spate having a minimum distance of ten feet across it that has to be provided 
on one side other than the front, and whit h may extend wholh on to a street if 
such street is ten feet or more in width, or partiall) on to such street if it is less 
than ten feet in width. The diagram also shows the requisite open space 
exclusively belonging to each house, and having a distance across it each way of 
ten Jett , wln< h. together with the open spate extending along the street boundary 
other than the front, contains at least two hundred and fifty square feet. It like- 
wise shows the passage required by the proviso # 



There ha\ e been cases wheie streets ha\e been laid out before the confirma- 
tion of pioper byelaws for the distucl in connexion with plots of land of 
unusually shallow depth from front to back. Such shallow depth has been 
altogether insufficient to admit of the ptovision of the prescribed amount of open 
space at the rear of the dwelling-houses. l*or such cases the following proxiso is 
suggested, requiring a certain amount of open space to be provided cm two 
opposite sides of each house so as to ensuie adequate means of through 
\entilation • — 

Provided that in any case where the depth of the site of a new domestic 
building renders it impracticable to prowde in the reat of such budding such 
an extent of open space as will satisfy the preceding requirements of this 
byelaw, a pci son may erect any such building in accordance with the following 
requirements : — 

He shall provide on each of two sides, not being either the front or the 
tear of such building, an open space, exclusively belonging to such building- 
free from any erection thereon above the level of the ground (except a 
watercloset or earthcloset, and an ashpit), and extending lateralh through, 
out the entire depth ot siu h building, anil i onum mien ting diierth with anv 
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open space that may be provided in the front or in the rear of siu h huildmg 
the distance across such open space from everv part of Mich building to the 
boundary of any lands or premises in the same curtilage being not loss in 
any case ttian eight feet . 

If the Tieight of such building b vfittun feet he shall cause the distant o 
across to be not less than ti^cht feet . 

It the height of such building be /<v< ///i -//>•< Ac/ he shall cause Mu h 
distance to be not less than si a teen feet. 

If the height of such building be ////>/r^7r /r/, or exceed ////>/>• /w 
fed, he shall cause suth distance to be not less than twenty feet 

\ he following 1 tiagrams serve to illustrate the nquiieiiK nts ot this pnniso 
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For reasons very similar to those which led to the preparation of the above 
proviso, a further one has been contrived to deal with the re-erection of new 
domestic buildings on sites where two streets meet at right angles. Here, it is 
true, adequate cross-ventilation is not so completely secured As in the former 
case, but having regard to the fact that the proviso deals only with the re-erec- 
tion of buildings, and only with corner sites, and that such sites may have at 
times acquired a special value for business purposes, some modification of clause 
No. 54 may be desirable. Hence, in these exceptional cases, the two streets 
may be accepted as affording the necessary means for securing the required 
cross ventilation. But, in such a case, it is imperative that in addition some 
sufficient space to the rear should lie secured for the purposes of a closet and 
ashpit; and since adequate movement of air in such space is essential in the 
interests of health the application of the proviso should he limited to cases 
in which there is a passage leading from the space at the rear into one ot the 
adjacent streets. The proviso in question is as follows, and is illustrated in 
Diagram XX VII a : — 

Proviso for sites where two streets meet at right angle* 

Provided that in any case* where a domestic building may 
hr re-erected on a site two adjoining sides of which abut on 
streets, and where 1>\ reason of the form dimensions or intended 
mock* of use of such site, or of its position in relation to an 
adjoining site or sites, it may be impracticable to provide in the 
rear of such building such an extent of open space as will satisfy 
the preceding requirements of this byelaw, every person who 
shall re-erect an\ such building on such site shall, as regards the 
provision of open space in connexion therewith, comply with 
such of the* following requirements as may be applicable to the 
circumstances of the* case instead of complying with the said 
preceding requirements; but this proviso shall not apply in any 
case where the open space to be provided in connexion with a 
building shall not he connected with one of the streets on which 
such building abuts by means of a passage or other similar 
opening so arranged as to be capable at all times of affording 
a free circulation of air between the open space and such street 
aforesaid. 

(i.) Where then* shall ha\ e been an amount of open space 
exceeding one hundred square feet in the rear of the building 
that m;i) have previously occupied the site, the person re-erect- 
ing such building shall provide in the rear of the new domestic 
building an open space which shall be not less in depth or 
extent of the open space that shall have been prov ided in con- 
nexion with the first-mentioned building, and shrill exclusively 
belong to such building and be free from anv erection above the 
level of the ground except a watcrclosct, earthcloset, or privy, 
and an ashpit. 

(ii.) Where there shall not have been an amount of open 
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space exceeding one hundred square feet in the rear of the 
building that may have previously occupied the site, the person 
re-erecting# such building shall provide in the rear of the 
new domestic building an open space which shall he not less in 
extent than one hundred square feet and shall be free from any 
erection thereon above the level of the ground except a water- 
closet, earthcloset, or privy, and an ashpit, and shall extend 
laterally throughout at least ten feet of the entire width or 
depth of such building, and across w hich the distance from every 
part of such building to the nearest boundary of am lands or 
premises immediately adjoining such site shall be not le ss in un\ 
case than ten feet at the least. 

(iii.) In either of the foregoing cases ever\ person who 
erects a new domestic building shall provide on that side o! such 
building which adjoins the front and abuts on am street an 
open space of an aggregate extent of not less than out hundred 
and fifty square feet , which shall be free from any erection 
thereon above the level of the ground except am portico, porch, 
step, or other like projection from such building, or am gate, 
fence, or wall not exceeding seven feet in height. lie shall 
cause such open space to extend laterall) throughout the entire 
width or depth of such building, and to have a distance across 
from every part of such building to the opposite side of the 
street immediately adjoining such site of not less in am case 
than fen feet . 
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Sites Tapering to the Rear . 

In some rases, such, for instance, as in certain sea-side towns, houses are 
constructed so as to turn the corners of streets in the form of & curve, instead 
of at right angles as is more usual. So also where, for example, a railway 
traverses a street oblique!}, the building plot adjoining the railwa> on one side 
will he diminished in width from front to rear. It is obvious that, as the sites of 
such houses must be of less width at the rear than in the front, the model 
requirements a> to the open spare m the rear extending laterally throughout the 
whole width of building for the required distance across could not be complied 
with. To meet such c ase^, therefore, the model byelaw has in some instances 
been modified as follows 

54A. Every person who shall erect a new domestic building 
shall provide in the rear of such building an open space exclusively 
belonging to such building, and of an aggregate extent of not less 
than one hundred and fifty square feet, and free from any erection 
thereon above the level of the ground, except a wateroloset. 
earthcloset, or priv y, and an ashpit. 

He shall, except in such eases as are hereinafter provided, 
cause such open space to extend, laterally, throughout the entire 
width of such building. 

He shall cause the distance across such open space from 
every part of such building to the boundary of any lands or 
premises immediately opposite or adjoining the site of such 
building, to be not less in any case than ten feet 

If the height of such building be fifteen feet , hr shall cause* 
such distance to lx* fifteen feet at the least. 

If live height of such building lx* twenty-jivc feet he shall 
cause such distance to he tzeen'y feet at the least. If the height of 
such building be thirty fire fed or exceed thirty free feet he shall 
cause such distance to be twenty-five feet at the least. 

Provided always that in any case where the site of a building 
may be of such a shape that tin* width thereof diminishes towards 
the rear, and it is therefore impossible to provide an open space 
extending lateral!) throughout the entire width of such building, 
and hav ing the required distance across such space, the person 
who shall erect such building shall provide in the rear therrofan 
open space the extent of which is to he determined in accordance 
with the provisions of this byelaw, subject to the following 
exceptions ; 

(1.) He shall cause the distance across such space measured 
from the rearmost wall of such building, to a line at which the 
lateral width of the open space shall not he less than one-half of 
the width of such space at such rearmost wall. 

(2.) He shall provide on the side of such line remote from 
the building a further open space exclusively belonging to such 
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building of a superficial area equal to one-thircl of the area of the 
space hereinbefore required to be provided. 

(3.) This proviso shall not apply in the case of am building 
which would form part of a continuous line of buildings enclosing 
a space in the rear of such buildings whether in the form of "a 
square or in any other form. 

A person who shall make any alteration in or addition to 
such building shall not, b\ such alteration or addition, diminish 
the aggregate extent of open space provided in pursuance of this 
byelaw in connection with such building, or in am other respect 
fail to comply with any provision of this lnelaw. 

For the- purposes of this lnelaw the height of such building 
shall be measured upwards from the level of tin* ground over 
which such open space shall extend to the level of half the 
vertical height of the roof or to the top of the parapet, which- 
ever may be the higher. 

Diagram XXYIIIa. illustrates the requiiemenls of these modifii ations ot 
clause No 54, and shows that, in the cases refened to, the width of open spare 
along the line a b must he at least half of that along the line c d , as prescribed in 
sub-section ( 1 ) ol the proviso, and that the area of the space enclosed within 
a , />, and e must he equal to at least one-third of the space within a. f\ t\ c/, as 
prescribed in sub-section (2) of the pimisn. Sub-sec non (3) of the i>ro\iso would 
prevent the formation of a continuous line of buildings sue h as would completely 
enclose the spaces at the rear of the group of houses, and thereby interfere with 
free circulation of air. 
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out a fireplace, and a flue properl) constructed and properl)' 
connected with such fireplace, to be provided with special and 
adequate means of ventilation by a sufficient aperture or air shaft 
which shall provide an unobstructed sectional area of one hun- 
dred square inches at the least. 

Nom — A room without a fireplace and chimney-flue is always to be 
regarded as less wholesome than one in which a proper fireplace is provided, for 
even though a fire be rarely lighted, the draught up the chimney-flue will usually 
be sin h as to draw a considerable qmmtitv <>l vitiated air out of the room, and 
the chimney will thus afford most \.duable \entilation to the room. Even if the 
grate be one with a register-flap in it, or a chimney-board be [flared in front of 
the grate, some air will still be drawn through the chinks and cracks of the 
register-flap or chimney-hoard. Hence this clause is intended to apply to habit- 
able rooms unprovided with any fireplace and chimney and accordingly it pre- 
scribes that any such room is to be provided with some spec ial ventilator having 
a sectional area somewhat approximating to that of an ordinary chimney-flue. 
The latter usually measures 14 x 9 inches, thus giving a sectional area of 126 
square inc lies, and the c lause prescribes at least one hundred inches , which would 
be met by a giating in a wall or chimney stack 10 x 10 inches or 12 x 9 inches. 
It may be questionable how far a similar grating in an internal wall — over the 
door from the staircase, for example, — would provide the “adequate" ventilation 
required. 

59. Every person who shall erect a new public building shall 
cause such building to be provided with adequate means of 
ventilation. 

Noil. - Hus clause is .nlmitieillv not very definite* in its requirements, but 
inasmuch as the question of ventilating public buildings is a very wide one, and 
depends upon sc# mam anil different conditions, it has not been found possible 
to do more than refer to the subject in a general wav- a way, howevei, which in 
practice will not be without iinpmtant use. 

Where sections No. 110 12 of the 10 and 11 Yu t., i 34, are in force by 
incorporation with any Local \< t, this byelaw must be omitted. 

II 7 / 7 / respect to the drainage of buildings. 

00. Ever) person who shall erect a new* building* shall cause 
the' subsoil of the site of such building to be effectually drained 
by means of suitable earthenware field pipes, properly laid to a 
suitable outfall, whenever the dampness of the site renders 
such a precaution necessary. 

lie shall not lay any such pipe in such a manner or in such a 
position as to communicate directly with any sewer or cesspool, 
or with any drain constructed or adapted to be used for con- 
veying sewage*, but shall provide a suitable trap, with a ventilating 
opening, at a point in the line of the subsoil drain as near as 
mav be practicable to such trap. 

Note. — The necessity of drying to the utmost the subsoil beneath buildings 
has already been referred to (clause No. 10, p. 76). Owing to the pervious 
character of the chain necessary lor this purpose, it is imperative that sewer air 
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should not be allowed to gain entrance to it and from it into the surrounding 
soil. Hence the conditions specified in the second paragraph. Where the 
system of sewerage in operation is that known as the “separate system," />., 
where sue h pari of the rainfall as free from serious pollution is excluded from 
the sewerr, and conveyed separate!) to some water-corn se or other place, a suit- 
able outfall for this pipe drain may easih be obtained by connecting it with the 
rain-water dram. Under other circumstances it is desiiable that the outfall 
should be either direct into the open air, or, where it must be conveyed to the 
sewer, that the nearest approach to this should be obtained in the manner shown 
in Diagram No. WIX\ Where, howv\cr, a trap is used to pteclude the entry of 
sewer-air or cesspool-air into the pipe-drain, arrangements should be made to 
ensure the maintenance, e\en in the diiest seasons, of a sufficiency of water m 
the trap Thus, a fresh water trap ma> be fixed for this purpose near the 
\entiiatmg opening. 
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/ 6oa. Every person who shall erect a new building shall cause 
a suitable pipe or trunk, extending from the roof of such building 
to the ground, to be fixed to the front or rear or te one of the 
sides of such building, and to be so connected with a gutter, 
shoot, or trough receiving any water that may fall on the roof, 
as to carry all such water therefrom without causing dampness 
in any part of any wall or foundation of such building. 

Note. — This clause, which is rendered necessary by the requirement of 
clause No. 52 \, has been added to the series m order to provide for the removal 
of rain-water from the roofs of new buildings after it has been collected in the 
gutteis required by the above-mentioned clause. As in the case of clause No. 
52A, this clause is useful, chiefly in rural sanitary districts; the 74th section* of 
the 10 & 11 Viet., c. 34, rendering it to a great extent unnecessary in urban 
sanitary districts. 

61. Every person who shall erect a new building shcjl con- 
struct the lowest storey of such building at such level as will allow 
of the construction of a drain sufficient lor the effectual drainage 
of such building, and of the provision of the requisite com- 
munication with any sewer into which such drain may lawfully 
empty, at a point in the upper half diameter of such sewer, or 
with any other means of drainage with which such drain may 
lawfully communicate. 

Note. — So many instances occur where buildings ha\ e been erected in 
which cellars and other basement rooms n?c constructed at a !e\el below that of 
the outfall of the chains, with a result that in wet seasons the cellars or basement 
rooms become flooded to a greater or less extent, that the e\pc diene y of this 
clause, as a sanitary precaution, can scared) be o\erstatcd See also Note to 
clause No. 10, and the suggested clause No. ro\, as to the preparation of low- 
lying sites, pp 76 \ 77. i 4 or the legal interpretation of the words •• dram ” and 
“sewer” respectixely, see Public Health A< t, 1875, sec. 4, Appendix No. II., 
P- 1 95 * 

62. Every person who shall erect a new building shall, in the 
construction of every drain of such building, other than a drain 
constructed in pursuance of the byelaw in that behalf for the 
drainage of the subsoil ol the site* of such building, use good 
sound pipes formed of glazed stoneware, or of other equally 
suitable material. 

He shall cause every such drain to be of adequate size, and, 
if constructed or adapted to be used for conveying sewage, to 
have an internal diameter not less than four italics , and to 
be laid in a bed of good concrete with a proper fall, and with 
watertight, socketed, or other suitable joints. 

He shall not construct any such drain so as to pass under 
any building, except in any case where any other mode of con- 

* This section ib punted nt ri/tu u> in Appendix No. 11 ., p. 213 



struction may be impracticable, and in that case he shall cause 
such drain to be so laid in the ground that there shall be a 
distance equal at the least to the full diameter thereof, between 
the top of Such drain at its highest point and the surface of the 
ground under such building. 

He shall also cause such drain to be laid in a direct line for tobein >; 
the whole distance beneath such building, and to be completely wn«et ™ 
embedded in and covered with good and solid concrete, at 
least six inches thick, all round. 

He shall likewise cause adequate means of ventilation to 
provided in connexion with such drain at each end of such portion aioach 
thereof as is beneath such building. enJ - 

He shall cause every inlet to any drain, not being an inlet 
provided in pursuance of the byelaw in that behalf as an opening 
for the ventilation of such drain, to be properly trapped. 

Noth. — The first paragraph of this clause prescribes the material for drains 
intended to convey sewage, and it may be useful to remind the non-tec hmeal 
reader that, besides stoneware, cast-iron pipes jointed with lead are occasionally 
used for house drains, and this with much advantage. Certain cement and con- 
crete pipes are likewise said to answer the purpose very well. With legaul to the 
second paragraph, it will be noted that diains ha\ing an internal diameter o {jour 
inches are permitted, instead of the minimum diameter of sl\ tnc/n v heretofore 
usually adopted. It has, however, been found in practice that a four-inch drain 
properly laid in direct lines, and with uniform giadient between the points at 
which its course is capable of inspection, w ill, m most cases, effectually meet all 
the requirements of an ordinary dwelling-house or other building. And si iu c all 
increase of diameter beyond that whit h is actually needed tends to diminish the 
velocity ol the flow of sewage, and hence to lessen its scouring effect, it should, 
under ordinary ciicumstances, be avoided. The set tional aiea of a foutmc h 


pipe amounts to 1 2*56 square inches, or less than half that of a six inch pipe, 
which is 2S‘27 square inches, and consequently an equal quantity of water pass- 


ing along both pipes would have far gi eater scouring effect in the four in< h pipe y 
than the six-inch pipe. The need for la)ing sue li a chain in a bed of good con / 
crete should be recognized even where the soil is stiff day, since the bottom 
the trench in which it is laid is necessarily disturbed giound, lacking the requi/* te 
solidity to bear the inevitable pressure resulting from the final “ ramming in/ ’ 


the trench. Sewage also, from an accidental leakage, will often* travel fl ox a 
distance along the side of a drain or through fissures in the c lay. V / 

If a drain must of necessity pass beneath a dwelling-house, the conditions 
specified in the third, fourth, and fifth paragraphs, should be earned o 111 WIt | l a 
view of keeping the drain free from deposit and from foul air, and also enabling 
it to be examined with the least amount of difficulty. (See Dia^fe™ 1111 Nos. 


XXVIII. and XXXIIIa.) 


/ 

/ 


63. Every person who shall erect a new building §^iall provide, ^/“'rappw' 
within the curtilage thereof, in every main drain cl> r other drain f ro m 
of such building which may directly communicate v" lt; h an y sewer sewer ^ 
or other means of drainage into which such drain 1 ma y lawfully 
empty, a suitable trap at a point as distant as ma/y b e practicable ri "j" nc ‘ 
from such building and as near as may be practicable to the 

t K 2 / 
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point at which such drain may be connected with such sewer 
or other means of drainage. 

t 

Noil -The object of this c iause, which will he readily understood on 
referent e to Diagrams Nos \X\ I..X\YII.,and XWJl 1., is to prevent 1 ml air, as 
fiom jmhlic scwcis, from in. 'hint? its wav into house drains, Public sewers ought to 
be \ ehliluted otherwise than through house drains . the more so as it is in the power 
of householders to ensure the etfi<ien<\ of then own drams, but the} are unable 
to conliol faulty t onstrut tion leading to deposit. \<., in public sewers. It is 
also only by the adoption ol stu h a 'I.iusc that houses ran be pioteeted against 
the influence o» infec tiotis matters received into the common sewers. In a similar 
way buildings should be protected against foul ail from cesspools when such 
means of drainage outfall ha\e to be adopted. 

It should be consideied whether the words “ within the curtilage thereof” 
ought, in all cases, to be retained, inasmuch as where houses abut immediately 
on the street the permission of the Samtaiy Authorit) may ha\e to be obtained 
to place the trap in such a position that its nccessaiy \entilatmg apeiture should 
be in the public thoroughfare outside such curtilage (see Diagram No. X^YIII.) 
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1 he above Diagiam, No. XW\., shows at A, a suitable trap to meet the 
requirements of this clause. It will lie ohsened that it has a flat bottom, which 
goes far to cnsuie its being fixed level - a matter of importance for securing the 
efficient y of the tiap. 'The dimn inlet, moreover, is well above the level ol the 
outlet of the tiap, which tends to increase the foue of the current of sewage 
hmugh the trap, and so to promote its power of self-cleansing. 'The open top 
. -st above the inlet can be continued up to the ground level, so that, while it 
>rds an i det for fresh an* to the house-drains (see Diagrams Nos. XXIX. and 
COl\ ), it likewise affords read} access to the trap m the best position for 
coning obstacles. The smallei opening just above the outlet can lie utilized, 
tlnun'i Ssar X’ ^ or c ^ ear,n ft the drain between the trap and the sewer or cesspool, 
t'ouid be kept c losed unless, in the case of a private cesspool, it be used 
sound 3S 0 |- ventilating the cesspool. 'Die trap 1>, m Diagram No XXX v., is 
suitable ncommonly used, but, for various reasons, it is unsuitable for the 
He specially on account of the facility with which it becomes obstructed, 
if construifk floating matters accumulate in the cential vertical shaft, thus 
, ^ * -usance. Diagram No. \\\1. shows a suitable disconnecting 

na\ e an in | )ianc j 1 dram delivering into tin* open channel which traverses 
be laid in a^dnunber;" also an c\c client form of disconnecting trap. This 
’ watertight, sandier may be covered with a grating so as to afford the neces- 
He* shall * a ti°n with the drains, for purposes of ventilation, or, if a solid 
1 *1 Trier an a l tcrnat i ve opening for dram ventilation, as required by 

any nunc l j )C formed by a pipe through one side, communicating with 
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drain to join another drain obliquely in the direction of the flow 
of such drain. 

• 

Note. — The necessity for this regulation is very generally recognized, though 
in certain classes of work it is commonly neglected. Tributary drains, whether 
vertical or horizontal, ought always to be formed with proper bends, delivering 
in the direction of the flow, and at the side of the drain into which they dis- 
charge. Where a tributary drain joins another drain vertically and at a right 
angle, it is liable to lead to accumulation of deposit. The prohibited junction 
and the proper junction are shown in Diagram No. XXXIIa. 



DIAGRAM No. XXXIIa. 


65. Every person who shall erect a new building shall, for 
the purpose of securing efficient ventilation of the drains of such 
building, comply with the following requirements : — 

(i.) He shall provide at least two untrapped openings to the 
drains, and, in the provision of such openings, he shall adopt 
such of the two arrangements herein-after specified as the 
circumstances of the case may render the more suitable and 
effectual. 

(a.) One opening, being at or near the level of the surface of 
the ground adjoining such opening, shall communicate with the 
drains by means of a suitable pipe, shaft, or disconnecting 
chamber, and shall be situated as near as may be practicable to 
the trap which, in pursuance of the byelaw in that behalf, shall 
be provided between the main drain or other drain of the building, 
and the sewer or other means of drainage with which such drain 
may lawfully communicate. Such opening shall also in every 
case be situated on that side of the trap which is the nearer to 
the building. 

The second opening shall be obtained by carrying up from a 
point in the drains, as far distant as may be practicable from the 
point at which the first-mentioned opening shall be situated, a 
pipe or shaft, vertically, to such a height and in such a manner 
as effectually to prevent any escape of foul air from such pipe or 
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shaft into any building in the vicinity thereof, and in no case to 
a less height than ten feet . 

(^.) In* every case where the foregoing arrangement of the 
openings to the drains may be impracticable, there shall be 
substituted the arrangement herein-after prescribed. 

One opening shall be obtained by carrying up from a point, 
as near as may be practicable to the trap, which, in pursuance of 
the byelaw in that behalf, shall be provided between the main 
drain or other drain of the building and the sewer or other 
means of drainage with which such drain may lawfully com- 
municate, a pipe or shaft, vertically, to such a height and in such 
a manner as effectually to prevent any escape ot foul air from 
such pipe or shaft into any building in the vicinity thereof, and 
in no case to a less height than ten feet . Such opening shall 
alsc* in every case be situated on that side of the trap which is 
the nearer to the building. 

The second opening, being at a point in the drains as far 
distant as may be practicable from the point at which oUCh 
mentioned pipe or shaft shall be carried up, shall be at or near 
the level of the surface of the ground adjoining such opening, 
and shall communicate with the drains by means of a suitable 
pipe or shaft. 

(ii.) He shall cause every opening provided in accordance 
with either of the arrangements herein-before specified to be 
furnished with a suitable grating or other suitable cover for the 
purpose of preventing any obstruction in or injury to any pipe 
or drain by the introduction of any substance through any such 
opening. He shall, in every case, cause such grating or cover 
to be so constructed and fitted as to secure the free passage of 
air through such grating or cover by means of a sufficient 
number of apertures, of which the aggregate extent shall be not 
less than the sectional area of the pipe or drain to which such 
grating or cover may be fitted. 

(iii.) Every pipe or shaft which may be used in connexion 
with either of the arrangements herein-before specified shall be 
of a sectional area, not less than that of the drain with which 
such pipe or shaft may communicate, and not less in any case than 
the sectional area of a pipe or shaft of the diameter of four 
inches . 

(iv.) No bend or angle shall (except where unavoidable) be 
formed in any pipe or shaft used in connexion with either of the 
arrangements herein-before specified. 

(v.) Provided always, that for the purpose of either of the 
arrangements herein-before specified the soil pipe of any water- 
closet, in every case where the situation, sectional area, height, 



and mode of construction of such soil pipe shall be in accord- 
ance with the requirements applicable to the pipe or shaft to be 
carried up from the drains, may be deemed to provide the 
necessary opening for ventilation which would otherwise be 
obtained by means of such last-mentioned pipe or shaft. 


Note. — This clause is intended to secure efficient ventilation in the drains 
of a new building. The clause is necessarily somewhat lengthy and cumbersome, 
owing partly to its having been found desirable to give two alternate ways (a.) and 
(b.) of carrying out the principle of the byelaw. 

It is important to explain that, since by a preceding clause (No. 63) sewer- 
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be the air of the house-drains only. 

The fundamental principle of the clause is contained in sub-sec tion (1.) where 
it is laid down that, for efficient ventilation, it is essential to provide at lead two 
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it is laid down that, lor efficient ventilation, it is essential to provide at lead 
untrapped openings in the drains. These openings are required to be respecti 
as near the lower and^nipg^cxtrei^ilqes of the drains as practical. Parag’ 
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and flushing, a four-inch drain is, as a rule, found to he adequate, the hardship or 
inconvenience of providing ventilating pipes of equal sectional area with the 
drains ceases to exist. In the case of a four-inch drain, moreover, the soil-pipe, 
which is required to be four inches in diameter (see clause No. 66), may he made 
to adequately serve as one of the ventilating pipes of the drain. 

Sub-section (iv. ) prohibits the foimation ot needless bends and angles in the 
ventilating pipes. It has been estimated that a single right angle in an an -pipe 
impedes the passage of air along it to the extent of some 50 per cent ; it will 
therefore be readily perceived that all needless bends and angles so commonly 
seen in carrying ventilating pipes past projecting eaves, \e., should be avoided. 

Sub-section (v.) permits the soil pipe of a wateriloset to be used as one of 
the requisite drain ventilating pipes or shafts whcic, m point of size, position, and 
other particulars, it complies with the conditions laid down for such pipes. 

The annexed lithograph diagrams, which have been specially piepared for 
this work by Mr. Rogers Field, Member of the Institution of Civil Kngineers, w ill 
be found of material assistance in explaining how* the lequircmcnts of this clause 
should be carried out 

Diagram No. XXVI. shows a detached house ha\mg a foiecourt separating it 
from the street. Here the disconnecting tiap lcquucd by clause No. 63 is 
proMded in the drain at a short distance within the fiont boundary fence of the 
premises, and immediately on the house side ot this trap, and at the ground level 
as required in paragraph (<7 ), is the inlet-ventilator to the main chain, while at the 
farthest point therefrom —namely, the highest part ot the dram the outlet- 
ventilator is earned up to a height of at least A// /<<*/, and of course away fiom 
windows, ventilators, and < himnev tops At inte rmediate points aie trapped 
gulleys for leeeivmg the waste vvntci bom the bath and the sculleiy sink, while at 
another point, serving as a ventilator to a tiibutan dram, is the soil pipe Irom a 
waterc loset. The inlet-v entilatoi max uschillv be* in the hum of a man hole with 
a grating cover as shown in Diagram No \\\1 Indeed, every piopci system 
of drains ought to be provided with means of a< < css to them for purposes of 
inspection and c lean-ung — sue h arrangements will often obviate the necessity for 
opening the ground and breaking the chain pipes which o< < asionaily has to be 
done to remove obstructions. 

Diagram No. \X\ II shows a semi-detached house having no foiecourt, but 
abutting directly on the street. in this east* the main drain is brought along the 
side of the house, and the dis< ounce ting trap required by clause No 63 is piovided 
just before the dram passes undei the public footpath loom the* house side of 
this trap a ventilating shaft i> earned up not less than ten feet in height, as 
required by paragraph (b ), and the* second requisite ventilating opening is formed 
at the ground level in the ba» kvatd \t intermediate points are the ventilated 
soil-pipe of a watcrc loset and the trapped gully foi receiving the waste watei from 
the sc ullery sink. 

Diagram No XXVIII. shows a terra< c house -attached on either side - 
abutting on the street. In this instance the drain, where it of nc< essity passes 
beneath the house, is embedded in and sunoundi el with < one 1 etc*, and has a 
ventilating opening at ea< h end thereof fas required by the fourth and fifth 
1 paragraphs of clause No. 62) Here the trap required by c lause No. 63 is placed 
outside the curtilage of the premises, beneath the street itself, and the ve ntilating 
opening immediatclv on the house side of it, being at the ground level, occurs 
either in the surface of the footpath or in the kcrbing. See second paragraph of 
Note to clause No. 63. Diagrams No XXIX. and \X\ show the airangement 
of these traps and ventilating openings to a large scale, together with details. In 
Diagram No XXIX. the opening is in tht surface oi the footpath, and is e overeel 
by a cast-iron lid duly perforated, and beneath the perforation is a small dirl-hox, 
with “weeper,” for allowing rain-water to pass awav. 

In Diagram No. XXX. the ventilating opening is formed m the vertical side 
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of the kerbing by means of a properly made cast-iron box covering the top of 
the shaft, but having the requisite openings in the vertical side next the chan- 
nelling. A movable lid is formed in the top in order to afford access to the 
trap. • 

If from any cause the requisite ventilating opening cannot be formed in the 
footway, or in the kerb, it may be arranged —as shown by dotted lines in the 
general section Diagram No XXIX — by means of hcav> cast-uon piping, in long 
lengths well caulked at the joints, either in a chase in the wall of the building or 
immediately against the inner face of the wall, with a bend at the top leading to 
an opening in the outer fare of the wall just above the ground level 

Where the wutercloset a< < ommodation on any premises is outside the 
dwelling-house, and there is no eommunu ation with a dra.n for other purposes 
inside the house, the arrangements contemplated in the foregoing clause may be 
modified so ns to dispense with the ventilating shafts altogether where the 
distance between the watercloset and the trap which is required by model 
clause No. 63 is not more than ten Jeet, and so as to requite only one such 
shaft where the distance between the water closet and the trap does not exceed 
thirty jeet. The following proviso has been framed to give effect to this 
arrangement - * 

Provided always that whore; a watercloset shall be con- 
structed so as not to have any internal communication with any 
building, and where the* distance between the watercloset and 
the trap which, in pursuance of the byelaw in that behalf, shall 
be provided between the drain with which such watercloset 
communicates, and the sewer or other means of drainage into 
which such drain may lawfully empty, shall be not more than 
ten feet, or shall be more than ten feet , and not more than thirty 
jeet , the; following provisions shall have effect, that is to say: — 
(a.) Where such distance* shall be not more than ten feet , 
the requirements of this byelaw shall not apply to the case. 

(/>.) Where such distance shall be more than ten feet but 
shall not Ik* more than thirty feet , an opening shall be obtained 
by carrying up from a point in the drain with which the water- 
closet communicates, as far distant as may be practicable from 
the trap, which, in pursuance of the byelaw in that behalf, shall 
be provided between such drain and the sewer or other means 
of drainage into which it may lawfully empty, a pipe or shaft, 
vertically to such a height and in such a manner as effectually to 
prevent any escape* of foul air from such pipe or shaft into any 
building in the vicinity thereof, and in no case to a less height 
than ten feet, and such pipe or shaft shall be of a sectional area 
not less than that of the drain with which it may communicate, 
and not less in any case than the sectional area of a pipe or 
shaft of the diameter of Jour inches. 

66. A person who shall erect a new building shall not con- 
struct any drain of such building in such a manner as to allow 
any inlet to such drain (except such inlet as may be necessary 
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from the apparatus of any watercloset) to be made within such 
building. 

He shall tause the soil pipe from every watercloset in such si/^situa- 
building to be at least four inches in diameter, and to be fixed iViVuiatron 
outside such building, and to be continued upwards without ° , sni1 ' 
diminution of its diameter, and (except where unavoidable) 
without any bend or angle being formed in such soil pipe to 
such a height and in such a position as to afford, by means of 
the open end of such soil pipe, a safe outlet for sewer air. 

He shall so construct such soil pipe that there shall not be s..ii pipe 
any trap between such soil pipe and the drains, or any tr.ip IV.’/pJ'c-iVat 
(other than such as may necessarily form part of the apparatus 
of any watercloset) in any part of such soil pipe. 

He shall also cause the waste pipe from every bath, sink w.»su* 
(not freing a slop sink constructed or adapted to be used for 
receiving any solid or liquid filth), or lavatory, the overllow pipcm Uu- open 
from any cistern and from every safe under any bath or water-™* 
closet, and every pipe in such building for carrying off waste 
water to be taken through an external wall of such building, and 
to discharge in the open air over a channel leading to a trapped 
gully grating at least eighteen inches distant. 

He shall, as regards the mode of construction of the waste s j» ks 
pipe from any slop sink constructed or adapted to be used lorw.uvi- 
receiving within such building any solid or liquid filth, comply in 
all respects with such of the provisions of this byelaw as are 
applicable to the soil pipe from a watercloset. 


Note. — The objects of this clause are to effectually prevent the passage of 
drain-air into buildings : — 

The first paragraph contains the important prohibition of any drain-opening 
inside a building, thus rendering it unnecessary for any drain to be brought 
through the walls of, or beneath a building, as is frequently but very improperly 
done— as, for example, m order to connect the drain with a gulley in the <ell.u. 
In such a case the cellar should have a surface-channel leading to an external 
area or to an external gulley-trap. 

The second paragraph deals with the soil-pipe of a watercloset, and, aftei 
prescribing the minimum size, requires it to be fixed on the outside of the build- 
ing, where it is far less likely to be a source of danger than is possible if it In- 
fixed inside the building. Such an arrangement ought not to be difficult in a 
new building. It next requires the soil-pipe to be extended upwards as shown in 
Diagrams Nos. XXVII. and XXXI II a. 

The provisions of the third paragraph are desirable in order to avoid a use- 
less impediment in the passage of sewage from the soil-pipe to the drain. They 
are likewise essential where, as in Diagram No. XXXIIIa., the soil-pipe is used as 
a means of securing the through-ventilation of the house-drain under clause No. 65. 
An air pipe to prevent the untrapping by suction of the trap beneath the watercloset 
apparatus or scullery sink may be necessary in some instances, but as it forms no 
part of the requirements of the clause it has not been included in the diagram. 
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J lie lequhemcnts of the foiutli paiagraph relate to waste-pipes and the like, 
and are impoitant as serunn^ the necessary break in the continuity rtf air in the 
waste-pipe and drain, but thete would he advantage if a paragiaph were added 
to the clause requiring the ])ro\ision of a traj) in the waste pipe from every bath, 
sink, lavatoi v , Ovt A trap ot a suitable sen t is shown in 1 >iagrams Nos. XXXIIIa. 
and XXXI 1. 'These diagrams also show how a rain-water pipe should be discon- 
nected from the drams -a point that it would likewise be well to enforce by 
a special regulation It is alwaxs to be remembeied that gullcys, even above 
the water trap in them, tend to become toul, and waste-])ipes soon become 
coated on the inside with offensive matter. For these teasons it is in practice 
found expedient not only to provide a tiap in exery waste-pipe, as above sug- 
gested, but to arrange such pipe so that it shall not deliver directly over or into 
a gulley ; the outlet ot the waste-pipe being at a certain distance at one side of 
or opposite the gulley. See Diagiam No. XXXIV. Tins, moreover, ensures 
the mouth ot the waste pipe being visible and also accessible for the ready 
removal ot tilth in the waste-pipe itself as well as in the gulley. Mr. Rogers 
Tield has turther prepared Ihagiam No. XXXIII. which, though it does not 
strictly comply with the requirement last lcfeired to, nevertheless shows a way 
of disconnecting the waste-pipe of a scullery sink in a basement storey from the 
diain when theie is no area outside the external wall. It will he observed that 
at the bottom of the trap is an iron bucket (taried and sanded to prevent rust) 
which may be lifted out by means of the long handle provided, and thus grease 
and sediment in the trap can be frequently and periodically removed. 
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The slop-sink referred to in the fifth paragraph relates only to such sinks as 
are commonly used m hospitals and eKewheie. anil which, since the\ receive 
excreta, should in point of constitution he dealt with as wateulosets Ordinan 
housemaids' si nits are not heie relened ti > 

As hearing upon the iccpmcmcnts ot this clause, it mat he useful to refer to 
the case of the Gita hi it ot thi Chatty l~moti % thf/ry a\ Rina! Sa/nta/v 
Authontw Appellants, \ IVa/h* Kin 1 Iar,i\ \ Respondent ^(Jueen’s Item h 
Di\ision, March i ;th, iNSj), in which an appeal was hiought l>\ the Gheitscx 
Rural Samtarx Authontx against a decision of the Justices of Gheilsex, 
dismissing a complaint against Mi. Marieco foi hieac lies ot the building b\ claw 
(made tindei the Public Health \ct. 1S75, and dul\ confumed h\ the 1 oc al 
Government Boaid), which directs that the soil pipes to c\er\ new huildmg shall 
he at least four inches in diametei, and he fixed outside the huildmg ; and that 
eveiy j >1 j >0 for earning off water should he taken thiough an external wall, and 
discharge in the open air o\er a trapped gulley giatitig. M 1 . Gillespie, at the 
hearing before the justices, contended that such hxclaw was ultra vhr\ and 
invalid, and a majoiitx of them appear to ha\e adopted lus view dismissing the 
case, The samtaiy authoiity ga\e notice ol appeal against sm h decision as 
errcjneofls in point of law. The Gourt of Appeal, after hearing Mr. Leigh 
Bennett foi the appellants and leading the special case, no counsel appealing 
for the respondent, oideied that the dctei initiation of the justices, dismissing the 
complaint, should he reveised, and that the case should he remitted to the said 
justices to he re-heaid b\ them. 'This dec ision full v establishes the validity of 
the important sanitary piovision contained in the l>\ claws. 



DIAGRAM No, XXXIV, 

IV ith 7'cspcct to zoatcre/oscts, earthclosets , privies , ashpits , and 
cesspools in connexion ivit/i huildinqs . 

Note — The words earthclosets ’’ and “prixics” should not lie erased 
from the above heading even in the case of towns where it is desired that 
xvaterclosets should he umxersally adopted, because such alternative forms of 
closet-accommodation are expressly recognized as permissible under sections 35, 
36, and 37 of the Public Health Act, 1875 (see pp. 197 & 198). If, however, it he 
desired to avoid, as far as possible, the erection of such structures as privies, this 
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may perhaps be best effected by applying every stringency that can reasonably be 
embodied in byelaws, both to their construction and to their scavenging. See 
also Note as to Cleansing of Privies, &c., p. 21. It will be observed that no 
provision is made in the Model Code for regulating the construction of trough 
closets \u*th automatic flushing apparatus. Sanitary authorise* would do well, 
when making or revising byelaws for their district, to consider whether, as closets 
of the kind referred to have been found to be well adapted for out-door use in 
connection with schools and other institutions, occasions may not arise when 
such closets might be advantageously adopted in the case of some new building 
in the district. In that event, modification of certain of the model clauses 
would be necessary in order to permit of the construction of such closets. 

In the < ase of Burton* Appellant. \. Acton* Respondent (51 J. P. 566), tub- 
closets were held to be privies, and they <an, therefore, beiegulated as such. 


position of 67. Iivcrv person who shall construct a watercloset or earth- 
riosiis nmi closet in a building shall construct such watercloset or earth- 
closet in such a position that one of its sides at the least shall be 

closets. I 

an external wall. « 

Non - It l>e< omes necessary that at least one of the enclosing walls shall 
be an external wall, both in connexion with the following clause, No. 68, and in 
oulei to assist m pi eventing the carrying of the soil-pipe through the interior of 
any building in which a wateicloset may be situated. See clause No. 66, 
paragraph 2. 

v:\vry 68. livery person who shall construct a watercloset or earth- 

doset 01 closet in connexion with a building, whether the situation of such 
to Vrn !• * SCt wa tcrcl ( >set or earthcloset he or he not within such building, 
external shall construct in one of the walls of such watercloset or earth- 
wm<io\Ns. c | ()srl a window' of not less dimensions than /too feet by one foot , 
exclusive o! tlu* frame, and opening directly into the external air. 
^ lie shall, in addition to such window, cause such watercloset 
cartiuioset or earthcloset to be provided with adequate means of constant 
juiihuVin ii vc ‘ nt ^ a ^ on ^ V at least one air-brick built in an external wall of 
such w atercloset or earthcloset, or by an air shaft, or by some 
nent vonti- 0 tJ lcr effectual method or appliance. 

latum. n 

Non . - 'The difficulty, if not impossibility, of efficiently ventilating a water- 
closet or an earthcloset except b\ means of at least one window opening directly 
into the outer air, renders the fust paragraph of this clause absolutely necessary. 
'The si/e of the window very generally provided is quite insufficient to secure even 
the pioper lighting of a wateicloset, a point on which its cleanliness is very largely 
dependent. Hence it becomes further nccessaiy to specify a minimum size of 
window*, and in order to ensure that the window sash shall be made to open, 
the following words may properly be added at the end of paragraph 1 of the 
clause : “ He shall construct every such window so that one half at the least may 
be opened, and so that the opening may extend in every case to the top of the 
window.” It may be necessary here to point out that a skv light cannot properly 
be substituted for a window* ; as it affords a very indifferent means of ventilation. 
The next paragraph provides for the second opening in the closet, which is 
essential for ensuring constant movement of air. 
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69. Every person who shall construct a waterclosct in con* NVat * r 
nexion with a building shall furnish such waterclosct with atlTu-r ° 
separate cistern or flushing box, of adequate capacity, which 
shall be so constructed, fitted, and placed as to admit of the fiom that 
supply of water for use in such waterclosct without any direct j 1 ” 
connexion between any service pipe upon the premises and 
any part of the apparatus of such waterdoset, other than such 
cistern, or Hushing box. 

He shall furnish such waterdoset with a suitable apparatus N )* lU ‘ r ; 
for the effectual application of water to any pan, basin, or other ime Hush, 
receptacle with which such apparatus may be connected and 
used, and for the effectual flushing and cleansing of such pan. 
basin, or other receptacle, and for the* prompt and effectual 
removal therefrom of any solid or liquid filth which may from 
time to time be deposited therein. 

He shall furnish such waterdoset with a pan, basin, or other w.itrr- 
suitable receptacle of non-absorbent material, and of such shape, S,!i 
of such capacity, and of such mode of construction as to receive 4,1 
and contain a sulfa ient quantity of water, and to allow all tilth 
which may from time* to time be deposited in such pan, basin, or 
receptacle to fall free of the sides thereof, and directly into the 
water received and contained in such pan, basin, or receptacle. i 

He shall not construct or fi\ under such pan, basin, or recep- 
tacle any “container” or other similar fitting. ‘‘hun*" 

He shall not construct or fix in or in connexion with the j.ioi/iiau-a. 
waterdoset apparatus any trap of the* kind known as a 
“ I) trap.” 

N oil. — The* peat danger of supplying a watcrc lost t diiectfiom a water 
main instead of through the intervention of a astern has keen shown by 
numerous outhieaks of uileiir (typhoid) fever which have resulted from the 
adoption ol the former practice, a method of supply whu h during intentional 
or unavoidable intermissions m the watei service facilitates and ensures the 
forcible sue tion of foul air and, at times, other matters into the mams of the 
water-servic e Ileiic e the provision of service c isteins for waterc losets should be 
insisted on, so as to ensure a c omplete break between the interior of the closet- 
basin and the water-main ; but even when such a cistern is provided, there still 
remains a tcndenc ) for the escape of foul air from the basin of the c loset up the 
serv ic e pipe and through the body of water in the cistern itself, thus leading to 
contamination of the water It is, therefore, further important that waterclosct 
cisterns should supply waterc losets only, and that no other supply pipes should 
be carried from them. The ordinary water waste preventing cistern answers the 
purpose efhc icntlv 

The second paragraph provides for the flushing out of t fie basin of the 
waterclosct by means of suitable apparatus, and therefore practically prohibits 
the use of basins dependent solely on hand flushing. 

With reference to the third paragraph, it should be noted that the basin is 
to be of such a shape. , that the excreta shall fall ehrec tly into water 
without fouling the sides of the basin. Thus, any such structure as the common 
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70. Every person who shall construct an earthcloset in con ~ violets to 
nexion with a building shall furnish sik h earthcloset with aiuvcdry 
receptacle of suitable construction and of adequate capacity, for 

dry earth or other deodorizing substance, and he shall con- 
struct and fix such receptacle in such a manner and in such 
a position as to admit of ready access to such receptacle for 
the purpose of depositing therein the necessary supply of dry 
earth or other deodorizing substance. 

He shall construct or fix in connexion with such receptacle 
suitable means or apparatus for the frequent and effectual 
application of a sufficient quantity of dry earth or other 
deodorizing substance to any filth which may from time to time 1 
be deposited in any pan, pit, or other receptacle for filth con- 
structed, fitted, or used in or in connexion with such earth- 
closet. 

Noie. — The success of the cart he loset system is dependent on there being 
at hand a sufficient supply of dry earth, heme the necessity for the receptacle 
referred to As to this, see also lbeluws ns to ( ’leansing of Karthclosets, Note 
to ( lause No page 21 To ensure the effectual application of the dry earth 
to the excreta, it is usually found desirable that the re< cptaclc shall form a part 
of the (loset apparatus, and that it should be so fitted as to ensure, by some 
efficient automatic or other action, the regular application of the dry earth to the 
contents of the receptacle 

71. Every person who shall construct an earthcloset in con- Astoearth 
nexion with a building, and shall provide in or in connexion with havfng tix 
such earthcloset a fixed re< cptaclc for filth, shall construct 

or fix such receptacle in such a manner and in such a 

L^i 
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position as to admit of the frequent and effectual application 
of a sufficient quantity of dry earth or other deodorizing sub- 
stance to any filth which may from time to time t ft deposited 
in such receptacle, and in such a manner and in such a position 
as to admit of ready access to such receptacle for the purpose of 
removing the contents thereof. 

Me shall not construct such receptacle of a capacity greater 
than may he sufficient to contain such filth and dry earth 01 
other deodorizing substance as may be deposited therein during 
a period not exceeding months , or in any case of a capacity 
exceed i ng cubic fed . 

He shall construct such receptacle of such material or 
materials, and in such a manner, as to prevent any absorption by 
any part of such receptacle of any filth deposited therein, or any 
escape, by leakage or otherwise, of any part of the contents of 
such receptacle. 

He shall construct or fix such receptacle so that the bottom 
or lloor thereof shall be at least inches above the level of 

the surface of the ground immediately adjoining the earthcloset, 
and so that the contents of such receptacle may not at any time 
be exposed to any rainfall or to the drainage of any waste water 
or liquid refuse from any adjoining premises. 

Note. — Sec Note to clause No. 70, page 145. The'period 1 three months,” 
and the capacity of “ forty < ubic feet,” which is needed for an accumulation 
extending over that period, have been insetted in numerous instances in the 
second paragraph for reasons already explained. (See Byelaws as to Cleansing 
ot Karthclosets, page 21.) With a view of keeping the contents of the earth- 
closet dry a condition essential to its success as an efficient means of excrement 
disposal — the bottom or the lloor of the receptacle should be at least three inches 
above the le\el of the surrounding ground, and accordingly this height, at least, 
should be specified m the foutth paragraph. 

It will, however, be noted that under clause No. 67, the construction of 
carllu. Insets inside buildings is pei nutted, and it may hence be desirable in a 
separate clause to distinguish between earthclosets inside and earthclosets outside 
buildings, with reference to the capacity of the receptacle. Where earthclosets 
are constructed inside buildings, it will also, under ordinary circumstances, be 
found desirable to icquire a movable receptacle or pail, and since no such 
receptacle holding more than one week’s contents can be easily handled for the 
purposes of scavenging, its capacity may very properly be limited to a maximum 
of two cubic feet. 

In some cases it is thought desirable definitely to exclude earthclosets with 
fixed receptacles from the interior of houses. Where this is done the model clauses 
71 and 72 should be struck out and the following three clauses inserted in 
their place : — 


7 1 A. Every person who shall construct an earthcloset in 
connexion with a building, and shall provide in or in con- 
nexion with such earthcloset a fixed receptacle for filth, shall 
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construct such earthcloset outside such building, and shall con- 
struct or fix the receptacle of such earthcloset in such a manner 
and in such a position as to admit of the frequent and effectual 
application of a sufficient quantity of dry earth or other deodo- 
rizing substance to any filth which maj from time to time be 
deposited in such receptacle, and in such a manner and in such 
a position as to admit of ready access to such receptacle for 
the purpose of removing the contents thereof. 

He shall not construct such receptacle of a capacity greater 
than may be sufficient to contain such filth and dry earth or 
other deodorizing substance as ma\ be deposited therein during 
a period not exceeding three mouth*, or in any case of a capacity 
exceeding forty cubic feet . 

He shall construct such re ceptacle* of such material or materials, 
and in such a manner, as to prevent an\ absorption by any part 
of such receptacle of any filth deposited therein, or any escape, 
by leakage or otherwise, of any part of the contents of such 
receptacle. 

He shall construct or fix such receptacle so that tlu* bottom or 
floor thereof shall be at least three inches above the level of the* 
surface of the ground immediately adjoining the earthcloset, and 
so that the contents of such receptacle may not at any time be 
exposed to any rainfall or to the drainage: e>f any waste water 
or liquid refuse from any adjoining premises. 

7 ib. Every person who shall construct an earthcloset in con- 
nexion with, but not within a building, and shall provide in or in 
connexion with such earthcloset a movable: receptacle* for filth, 
shall construct such earthcloset so that the position and mode oi 
fitting of such receptacle: may admit of the frequent and effectual 
application of a sufficient quantity of dry earth or other deodoriz- 
ing substance to any filth which may from time to time be 
deposited in such receptacle, and may also admit of ready access 
to that part of the earthcloset in which such receptacle may 
be placed or fitted, and of the convenient removal of such 
receptacle or of the contents thereof. 

He shall also construct such earthcloset so that the contents 
of such receptacle may not at any time be: exposed to any 
rainfall or to the drainage of any waste water or liquid refuse 
from any adjoining premises. 

71c. Every person who shall construct an earthcloset within 
a building shall construct such earthclose for use in combina- 
tion with a movable receptacle for filth. 

He shall construct such earthcloset so as to admit of a 

l 2 
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movable receptacle for filth of a capacity not exceeding two 
cubic fett being placed and fitted beneath the seat in such a 
manner and in such a position as may effectually prevent the 
deposit upon the floor or sides of the space beneath such seat, 
or elsewhere than in such receptacle, of any filth which may 
from time to time fall or be cast through the aperture in such 
seat. 

He shall construct such receptacle in such a manner and in 
such a position as to admit of the frequent and effectual applica- 
tion of a sufficient quantity of dry earth or other deodorizing 
substanc e to any filth which may from time to time be deposited 
in such receptacle, and in such a manner and in such a position 
as to admit of ready access for the purpose of removing the 
contents thereof. 


72. Every person who shall construct an earthcloset in 
connexion with a building, and shall provide in or in con- 
nexion with such earthcloset a movable receptacle for filth, 
shall construct such earthcloset so that the position and mode of 
fitting of such receptacle may admit of the* frequent and effectual 
application of a sufficient quantity of dry earth or other 
deodorizing substance* to any filth which may from time to time 
be deposited in such receptacle, and may also admit of ready 
access to that part of the earthcloset in which such receptacle 
may be* placed or fitted, and of the convenient removal of such 
receptacle or ol the contents thereof. 

He shall also construct such earthcloset so that the contents 
of such receptacle may not at any time* be exposed to any 
rainfall or to tin* drainage ot any waste water or liquid refuse 
from any adjoining premises. 

Non. — The conditions specified in the first paragraph are essential to the 
efficient w 01 king and scavenging of earthdosets, and the absolute necessity of 
keeping the contents ol such a closet as dry as possible call for the provisions 
specified in the second paragraph 


73. Every person who shall construct a privy in connexion 
with a building shall construct such privy at a distance of six 
feet at the least from a dwelling-house or public building, or any 
building in which an) person may be or may be intended to be 
employed in any manufacture, trade, or business. 

Note. — A privy constiucted on the principles, and of the capacity required' 
under clauses Nos. 75 to 79 may, if pioperly supervised and regularly scavenged, 
be placed without risk of nuisance, as near as six fat to the buildings mentioned. 
If, however, a greater distance be desired, it would be necessary to make a cor- 
responding increase in the prescribed minimum distance across the requisite 
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open space at the rear of a domestic building, as the ten Jett specified in clause 
No. 54 is only sufficient to allow of the construction of the priv> at the distance / 
of six feet) as prescribed in this clause. See Diagram No. XV II I., p. 1 18. 

74. A person who shall construct a privy in connexion with Proximity 
a building shall not construct such privy within the distance of ^ water* 

fed from any well, spring, or stream of water used, or likely su ppiy- 
to be used by man for drinking or domestic purposes, or for manu- 
facturing drinks for the use of man, or otherwise in such a 
position as to render any such water liable to pollution. 

Note. — Water very readily absorbs the noxious cfllmia and emanations \ 
from excreta and othei filth, and since pnv\ < ontents may at any moment contain \ 
the specifically poisonous matter of t\p 1 »nl I not or othei allied diseases, it is of 
the utmost importance to ensure tin saUtv ot watei supplies lot domestic and 
other specified purposes by some sue h <. 1 uise as this one. The distant e to be 
inserted in the blank space should not, under oidmaty t uuuiistaiu es, be less 
than some forty fet It may be thought desiiable b\ some authouties to make , 
the byelaw applu'able also to all tanks ot cisterns containing a domestic water 
supply, but such a ieijuuement could easih be c\aded !>\ (onstmrtmg the tank 
or cistern within the specified distance after the pi ivy had been erected. 


75. Every person who shall construct a privy in connexion 

with a building shall construct such privy in such a manner and allow re- 
in such a position as to afford ready means of access to such IViVh Vherc- 
privy, for the purpose of cleansing such priv) and of removing from, 
tilth therefrom, and in such a manner and in such a position as 
to admit of all tilth being removed from such privy, and from the 
premises to which such privy may belong, without being carried 
through any dwelling-house or public building, or any building 
in which any person may be, or may be intended to be employed 
in any manufacture, trade, or business. 

Noie. — 'This clause should be read in connexion with danse No 4 of the 
series of byelaw* relating to the Ihevention of Nuisances, page 30, since both of 
them have reference to the prevention of nuisance, in connexion with the cleansing 
of privies, &c Anyone having experience of the grave nuisance which arises 
in some of our older towns where the privies are so placed as to necessitate 
their contents being carried through buildings during the process of scavenging 
must admit the need of the above clause. It wall be seen that although, as was 
explained in a Note to clause No. 6 (ante p 73), the provision of a back 
passage cannot be enforced generally, it is permissible to prohibit the t onstruc- 
tion of privies where no back passages are provided. In the exceptional instances 
where neither a back street nor a passage between the houses can be contrived 
so as to afford communication with the public thoroughfare for the purposes of 
the removal of filth, some ot. er form of closet than the privy will have to be 
adopted. 

76. Every person who shall construct a privy in connexion Ventna- 
with a building shall provide such privy with a sufficient opening privies. 
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for ventilation, as -near to the top as practicable, and commu- 
nicating directly with the external air. 

He shall cause the floor of such privy to be flagged or paved 
with hard tiles ,or other non-absorbent material, and he shall 
construct such floor so that it shall be in every part thereof at a 
height of not less than six inches above the level of the surface 
of the ground adjoining such privy, and so that such floor shall 
have a fall or inclination towards the door of such privy of half 
an inch to the foot. 

Note. — The provision in the first paragraph is intended to secure the efficient 
ventilation of the privy. The requirements specified in the second have reference 
to its cleanliness. They ensure, amongst other things, that the floor of the privy, 
as distinguished from that of the space beneath the privy seat, shall be above the 
level of the ground outside ; and in order to prevent water with which the floor 
is washed from making its way into that space, and thus causing wetness 6f the 
contents of the “ receptacle,” a distinct fall towards the door is required. 


77. Every person who shall construct a privy in connexion 
with a building, and shall construct such privy for use in com- 
bination with a movable receptacle for tilth, shall construct over 
the whole area of the space immediately beneath the seat 
of such privy a flagged or asphalted floor, at a height of not 
less than three inches above the level of the surface of the ground 
adjoining such privy; and he shall cause the whole extent of 
each side of such space between the floor and the seat to be 
constructed of flagging, slate, or good brickwork at least nine 
inches thick, and rendered in good cement or asphalted. 

He shall construct the seat of such privy the aperture in 
such seat, and the space beneath such seat, of such dimensions 
as to admit of a movable receptacle for filth of a capacity not 
exceeding two cubic feet being placed and fitted beneath such 
scat in such a manner and in such a position as may effectually 
prevent the deposit, upon the floor or sides of the space beneath 
such seat or elsewhere than in such receptacle, of any filth which 
may from t.uie to time fall or be cast through the aperture in 
such seat. 

He shall construct the seat of such privy so that the whole of 
such seat, or a sufficient part thereof, may be readily removed 
or adjusted in such a manner as to afford adequate access to the 
space beneath such seat for the purpose of cleansing such space, 
or of removing therefrom or placing and fitting therein the 
appropriate receptacle for filth. 
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DIAGRAM No. XXXVIII. 


Note. — The kind of privy referred to in the foregoing clause is intended to 
receive excreta alone, and under such c neumstain es some foim of movable 
receptacle or pail h necessary for pui poses of cleanliness and of facility of 
scavenging. See Diagram No. XXX VI 1 1, rhesp.ne henealh the seat in which 
the pail is plat ed should be cm losed and lloore- 

both in order to prevent soakage into it of surt. c e or subsoil water, as also with a 
view to the immediate detec tion and pievention >t wetness resulting fioin improper 
use of the receptat le (as r.g , the emptying of s 

must be kept well above the level of the surrounding surhu e So, also, the c a pat ity 
of the movable receptacle has to be limited, in order to ensure the removal of its 
contents at least once a week ; the longest period during which excreta, vine h 
have not been duly mixed with some deodorizing or other suitable material, should 
be allowed to accumulate in the vicinity of dwelling-houses and other buildings. 
The last paragraph provides for such lemoval and for the substitution of a < lean pail. 

Wheie it is desired to permit the icmoval of the pail or movable receptacle 
from the outside without entering the privy, some modific ation of the last part of 
paragraph i, and of the first part of paragraph 3, will be needed. 

78. Every person who shall construct a privy in connexion 
with a building, and shall construct such privy for use in com- 
bination with a fixed receptacle for filth, shall construct or fix in 
or in connexion with such privy suitable means or apparatus for 
the frequent and effectual application of ashes, dust, or dry 
refuse to any filth which may from time to time be deposited in 
such receptacle. 

He shall construct such receptacle so that the contents thereof 
may not at any time be exposed to any rainfall or the drainage of 
any waste water or liquid refuse from any adjoining premises. 


I*i ivies 
with fixed 
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He shall construct such receptacle of such material or mate- 
rials and in such a manner as to prevent any absorption by any 
part of such receptacle of any filth deposited therein or any 
escape, by leakage or otherwise, of any part of the contents of 
such receptacle. 

He shall construct such receptacle so that the bottom or floor 
thereof shall be in every part at least three inches above the 
level of the surface of the ground adjoining such receptacle. 

He shall not in any case construct such receptacle of a 
capacity exceeding eight cubic feet. 

He shall construct the seat of such privy so that the whole 
of such seat, or a sufficient part thereof, may be readily removed 
or adjusted in such a manner as to afford adequate access to 
such receptacle for the purpose of removing the contents 
thereof, and of cleansing such receptacle, or shall otherwise 
provide in or in connexion with such privy adequate means 
of access to such receptacle for the purpose aforesaid. 

Note. — Where no movable receptacle or pail is intended to be used, it is 
requisite the ashes or dry refuse should be regularly mingled with the excreta in 
the fixed receptacle, />., in the space beneath the seat. And with a view of 
securing the greatest procurable dryness of contents, that space must be con- 
structed of impervious materials ; it must be protec ted from rainfall and also from 
the soakage into it of subsoil and surface watci Wetness of contents ensures rapid 
decomposition of contents and consequent nuisance As to keeping the floor 
three inches above the level of the ground outside, see Note to clause No. 77. The 
limit in the capacity of the receptacle, i.e., eight cubic feet (see Diagram No. 
XXXIX.), is intended to ensure a weekly scavenging As to this, see capacities 
of receptacles, Appendix No. I., page 191. 



DIAGRAM No. XXXIX. 
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79* A person who shall construct a privy in connexion with Prim* not 
a building shall not cause or suffer any part of the space under mJSSie 
the seat of such privy, or any part of any receptacle for filth in wit !* 
or in connexion with such privy, to communicate with any drain. drams ’ 


Note. — Since the adoption of cither a pail system or of such arrangements 
as tend to dryness of privy contents is needed in older to secure freedom from 
nuisance, it is obvious that there is no need foi provision to meet the condition — 
viz., wetness of contents — which of all others should not be allowed to exist. 
Indeed, the provision of means of drainage will, by suggesting that the privy 
receptacle may be used for slop-water, , defeat the end held in view, vi/ , to 
secure the utmost possible dryness of contents, besides which, the drainage of 
privies, middens, or ashpits has been almost invanably found to choke the drains 
and the sewers with which they may be ( unnet ted. A most offensive material 
then accumulates, and this causes both nuisance and injury to health to peisons 
living in dwellings with which such drains and scweis are connected. 



DIAGRAM No . XI. 

An examination m Manchester of certain sewers with whuh drains from 
midden-privies weie connected, led to the discovery that they were to a great 
extent blocked with a mass consisting of ‘‘small coal, ashes, bits of bioken pot, 
and faecal matter, cemented by the latter into a strong inoitar” Diagram 
No. XL. show's the actual state of the sewers in question. For further details 
as to this, see Report of the Medical Officer of the Privy Council and Local 
Government Board, 1874 

80. Every person who shall construct an ashpit in connexion 
with a building shall construct such ashpit at a distance of six to build- 
fect at the least from a dwelling-house or public building, or any ‘"K 8, 
building in which any person may be, or may be intended to be 

^employed in any manufacture, trade, or business. 

Note. — Ashpits being made the receptacles for much vegetable and other 
refuse which is liable to decomposition, it is important to keep them at least six 
ftet from dwelling-houses, &cc. See also the Note to < lause No. 73, with reference 
to open space at the rear (.1 domestic buildings. 

81. A person who shall construct an ashpit in connexion with Proximity 
a building shall not construct such ashpit within the distance “‘water* 
of feet from any well, spring, or stream of water used, or supply- 
likely to be used by man for drinking or domestic purposes, 
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or for manufacturing drinks for the use of man, or otherwise 
in such a position as to render any such water liable to pollution. 

Note. — I n order to protect the water from the debris and # fine dust which 
so often fills the air near ashpits when refuse is being cast into them, and also 
from the effluvia of decomposing vegetable matter, &c., the distance to be here 
inserted should not, under ordinary circumstances, be less than some thirty feet. 
See also latter part of Note to clause No. 74. 
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82. Every person who shall construct an ashpit in connexion 
with a building shall construct such ashpit in such a manner and 
in such a position as to afford ready means of access to such 
ashpit for the purpose of cleansing such ashpit, and of removing 
the contents thereof, and, so far as may be practicable, in such a 
manner and in such a position as to admit of the contents of 
such ashpit being removed therefrom, and from the premises to 
which such ashpit may belong, without being carried through 
any dwelling-house or public building, or any building in which 
any person may be, or may be intended to be employed in any 
manufacture, trade, or business. 

Note. — The provisions of this clause are so obviously necessary that they 
do not call for comment. See, however, Note to clause No. 75. 


83. Every person who shall construct an ashpit in connexion 
with a building shall construct such ashpit of a capacity not ex- 
ceeding in any case six cubic feet, or of such less capacity as may 
be sufficient to contain all dust, ashes, rubbish, and dry refuse 
which may accumulate during a period not exceeding one week 
upon the premises to which such ashpit may belong. 

Note.— Frequent scavening of ashpit contents by the Sanitary Authority 
should be secured in all districts having an urban character, and, apart from the 
desirability of its being done at least once every week, it will, as a rule, be found 
convenient that it should be carried out at the same intervals as regulate the 
cleansing of privies. See Note to clause No. 77. 

Construe- 84. Every person who shall construct an ashpit in con- 
tion of ash nexion with a building shall construct such ashpit of flag- 
P ‘ U ' ging, or of slate, or of good brickwork, at least nine inches 
thick, and rendered inside with good cement or properly 
asphalted. 

He shall construct such ashpit so that the floor thereof shall 
be at a height of not less than three inches above the surface of 
the ground adjoining such ashpit, and he shall cause such floor 
to be properly flagged or asphalted. 

He shall cause such ashpit to be properly roofed over and 
ventilated, and to be furnished with a suitable door in such a 
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position and so constructed and fitted as to admit of the con- 
venient removal of the contents of such ashpit, and to admit of 
being securely ^closed and fastened for the effectual prevention 
of the escape of any of the contents of such ashpit. 


Note. — T he more prominent objects to be gained under this clause are as 
follows:— The ashpit will be reasonably substantial; the decomposition of 
its vegetable and other organic contents will not be favoured by wetness icsulting 
either from soakage into it of surface or subsoil water, or from rainfall ; and 
the removal of its contents will be rendered easy. 

85. A person who shall construct an ashpit in connexion Ashpit 
with a building shall not cause or suffer any part of such ashpit 

to communicate with any drain. «»i> 

tlraius. 

Note. — A s to this clause, see the Note and diagram appended to clause 

No. 79. # 

86. Every person who shall construct a cesspool in con- 
nexion with a building shall construct such cesspool at a distance pools to 
of feet at the least from a dwelling-house or public building, buill,,n ^ s * 
or any building in which any person may be, or may be intended 

to be employed in any manufacture, trade, or business. 

Note. — Cesspools should only be resorted to in districts which are so j 
sparsely populated that the provision of suitable sewers becomes impracticable. 1 
They necessarily involve the storage in proximity to dwellings of somewhat laige \ 
accumulations of excremental filth, and hence they arc liable to become a source 
of nuisance and of danger to health The possibility of an undetected leakage of ( 
such filth into the soil about dwellings, as also the need foi proudmg means of j 
ventilation for the c esspool under c lause No. 89, render it imperative that 
cesspools should be kept at a considerable distance from dwelling-houses, iVr. , 

The minimum distance which should be inserted fifty feet. 

87. A person who shall construct a cesspool in connexion with 

a building shall not construct such cesspool within the distance pn«»Kto 
of feet from any well, spring, or stream of water used, or 
likely to be used by man for drinking or domestic purposes, or 
•for manufacturing drinks for the use of man, or otherwise in such 
a position as to render any such water liable to pollution. 

Note. — With a view of ob\iating the risk of water pollution which may follow 
on some undetected defect in a cesspool originally well-constructed, the minimum 
distance inserted should not be less than some sixty to eighty feet. See also Note 
to clause No. 86. 

88. Every person who shall construct a cesspool in con- 
nexion with a building shall construct such cesspool in such a to allow 
manher and in such a position as to afford ready means of access 

to such cesspool for the purpose of cleansing such cesspool, and therefrom. 
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of removing the contents thereof, and in such a manner and in 
such a position as to admit of the contents of such cesspool 
being removed therefrom, and from the premises <0 which such 
cesspool may belong, without being carried through any dwelling- 
house or public building, or any building in which any person 
may be, or may be intended to be employed in any manufacture, 
trade, or business. 

He shall not in any case construct such cesspool so that it 
shall have, by drain or otherwise, any outlet into or means of 
communication with any sewer. 

None. — The first paragraph of this clause requires such construction of 
cesspools as will ensure reasonable facilities for their proper cleansing. The 
object of the second paragraph goes very properly to prevent the construction of 
a cesspool anywhere where a sewer is available for the drainage of the premises 
in question. As to this, see also Public Health Act, 1875, sec. 47 (3)#p. l 99 - 

89. Every person who shall construct a cesspool in con- 
nexion with a building shall construct such cesspool of good 
brickwork in cement, properly rendered inside with cement, and 
with a backing of at least nine inches of well-puddled clay around 
and beneath such brickwork. 

He shall also cause such cesspool to be arched or otherwise 
properly covered over, and to be provided with adequate means 
of ventilation. 

Note. Wherever cesspools become necessary as a means of drainage, it is 
imperative to prevent, by methods such as are embodied in this clause, both their 
liquid and gaseous contents from escaping into, and fouling the surounding soil, 
and their gaseous contents from getting into dwellings by means of drain-pipes or 
otherwise. See also Public Health Act, 1875, sec * 47 ( 3 ) P- 199. 


With respect to the closing of buildings or parts of buildings 
unfit for human habitation , and to prohibition of their use 

for such habitation. 

Note. — The above paragraph, being a portion of the 157th section of the 
Public Health Act, 1875, which authorizes the following clause, should not be 
altered. 

90. In every case : — 

Where, by a notice in writing in the form hereunto ap- 
pended, or to the like effect, and signed by the clerk to 
the Sanitary Authority, and duly served upon or delivered 
to the owner of a building or part of a building erected 
after the date of the confirmation of these byelaws, the 
Sanitary Authority shall certify that it has been repre- 
sented to them that such building or part of a building is 
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unfit for human habitation, and that, unless on or before 
such day as shall be specified in such notice, such owner, 
by a statement in writing under his hand or under the hand 
of his agent duly authorized in that behalf, and addressed 
to and duly served upon or delivered to the Sanitary Authority, 
shall show sufficient cause why such building or part of a 
building shall not be declared unfit for human habitation, or 
unless, on such day and at such time and place as shall be 
specified in such notice, such owner personally or by his agent 
duly authorized in that behalf shall attend before the Sanitary 
Authority and show sufficient cause why such building or part of 
a building shall not be declared unfit for human habitation, the 
Sanitary Authority will declare such building or part of a building 
unfit for human habitation, and direct that such building or part 
of a btiilding shall be dosed, and prohibit the use for human 
habitation of such building or part of a building until the same 
shall have been rendered fit for human habitation : 

And where such owner shall fail to show sufficient cause 
why such building or part of a building shall not be declared 
unfit for human habitation, and where, in consequence of such 
failure, the Sanitary Authority by their order, which shall lx* in 
writing under their seal, in the form hereunto appended 
or to the like effect, and shall be duly signed by their clerk 
and which, or a copy of which shall be affixed in some conspicuous 
position in or upon such building or part of a building, may 
declare that such building or part of a building is unfit for 
human habitation, and may direct that, unless and until such 
building or part of a building shall have been rendered fit for 
human habitation, the same shall be closed, and the use thereof 
for human habitation shall be prohibited : — 

A person shall not, after the date specified in such order anti 
before such building or part of a building shall have been 
rendered fit for human habitation, knowingly inhabit or continue 
to inhabit, or knowingly cause or suffer to be inhabited such 
building or part of a building. 


Noil. — 'Has clause enables the Sanitary Authority to have any building, or 
any part of a building, which, as provided in the 157th section of Public Health 
Act 1875, must not have been erected before the Local (ioverninent Acts (.une 
into force in the district, and which is shown to be unfit for human habitation, 
closed against such use until the owner, upon whom the notice is to be served, 
has made it fit for human habitation. And it prohibits not only any person from 
letting the building, or the part thereof, for human habitation, but any person 
from inhabiting such building, or part thereof, until it has been made fit for 
human habitation. 

Annexed are (a.) the form of notice to the owner, and (b.) the form of 
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certificate to be affixed in some conspicuous position on the building, or part 
thereof, declaring it to be unfit for human habitation. 

It will be observed that the clause recognizes the right of the person whose 
interests may be injuriously affected to be heard in defence of those interests. 
The exceptionally stringent provisions of the clause render it imperative that this 
right should receive ret ogmtion 1 the terms of the byelaw. Care should in every 
case be taken to ensure that the terms of the notice are in this respect strictly in 
accordance with the terms of the byelaw. 

By the terms of section 157 of the Public Health Act, 1875, Sanitary 
Authorities arc precluded from making byelaws which would apply to any 
building erected before the date on which the Local Government Acts came 
into force in the district ; hence this byelaw can only extend to the closing of such 
buildings. In the case of Burgos v. Peacock (10 L. T., 617), it was held that a 
local board had no power under section 34 of the Local Government Act, 1858, 
to make a byelaw relating to buildings erected before the date of the constitution 
of the district, or to the closing of such buildings when unfit for human 
habitation, or to the 1 prohibition of their use for sue h habitation. Erie, C.J., 
said: — “The local board of health have power, under section 34 of ftie Local 
Government Act, 1858, to make byelaws respecting the closing of houses unfit 
for human habitation, but the wide words of that part of the section which give 
them that power are controlled by a proviso, and, giving effect to the plain words 
of the section and the proviso, it seems to me that the local board had no power 
to make a byelaw empowering them to close an old building * * * I am 

clearly of opinion that the proviso at the end of the section was intended to 
limit the authority of the local board in making byelaws, and that they had no 
power to make a byelaw applying to an old house.” 


(a.) Form of Notice. 


District of 

To of 

Whkkkas by a statement in writing under the hand of 

Medical Officer of Health (or Surveyor) of the 
Sanitary Authority for the District of , of which statement a copy is 

contained m the schedule hereunto annexed, it has been certified to the said 
Sanitary Authority that a certain building or part of a building bituate at 

in the said District is unfit for human 

habitation ; 

And whereas it has been shown to the said Sanitary Authority that you are 
the owner of such building or part of a building ; 

Now, I , Clerk to the said Sanitary 

Authority, do hereby give you notice that, unless on or before the 
day of 1S9 , by a statement in writing under your hand or 

under the hand of an agent duly authorized by you in that behalf, and addressed 
to and duly served upon or delivered to the said Sanitary Authority, you shall 
show to the said Sanitary Authority sufficient cause why such building or part of 
a building shall not be declared unfit for human habitation ; 

Or, unless you shall attend either personally or by an agent duly authorized 
in that behalf before the said Sanitary Authority at their office in 
on day the day of 189 

at o'clock in the noon, and shall then and there 
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show to the said Sanitary Authority sufficient cause why such building or part of 
a building shall not be declared unfit for human habitation ; 

The said Solitary Authority, in pursuance of the powers conferred upon 
them in that behalf, will, by an order in writing under their seal, dec lare that 
such building or part of a building is unfit for human habitation, and dhcct 
that unless and until such building or part of a building shall have been rcndeied 
fit for human habitation, the same shall be closed, and the use theieof for human 
habitation shall be prohibited. 

Witness my hand this day of in the 

year one thousand eight hundred and 


Clerk to the Sanitary Authority. 

Note. — It will probably be expedient to obtain the reports of the Medical 
Officer of Health and of the Surveyor, either separately or in combination — each 
in his own particular sphere of action. Sanitary defects might concern the Medic al 
Officer of Health alone, and structural objections would be repoited by the 
Surveyor.* 


( h .) Schedule. 
Copy oj Certificate. 
Form of Order. 


District of 

To , of , and 

to all others whom it may concern : 

Whereas it has been certified to us, the Sanitary Authority for the 
District of , that a certain building or part of a building situate at 

in the said District is unfit for human habitation ; 

And whereas due notice of such certificate lias been given to 

, the owner of such building or part of a building, and 
the said has failed to show sufficient 

cause why such building or part of a building shall not be dec lared unfit for 
human habitation ; 

Now we, the said Sanitary Authority, in pursuance of the powers conferred 
upon us in that behalf, do hereby declare that such building or part of a building 
is unfit for human habitation ; and we do hereby direct that, unless and until 
such building or part of a building shall have been rendered fit for human 
habitation, the same shall be closed, and the use thereof for human habitation 
shall be prohibited. 

Given under the common seal of the Sanitary Authority for the 
District of , this 

(us.) day of , in the year one thousand eight 

hundred and 


Clerk to the Sanitary Authority . 
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As to the giving of notices , deposit of plans and sections by 
persons intending to lay out streets or to construct buildings ; 
as to inspection by the Sanitary Authority ; and as to the 
power of such Authority to remove, alter , or pull down any 
work begun or done in contravention of the byelaws. 

Note. — This paragraph, being a portion of the 157th section of the Public 
Health Act, 1875, which authorizes the following nine clauses, should not be 
altered unless for special reasons — as, for example, where a local Act has incor- 
porated with it certain parts of the Towns Improvement Clauses Act. 

Noticeand 91. Every person who shall intend to lay out a street shall 
intended K' ve to the Sanitary Authority notice in writing of such inten- 
new street, tion, which shall be delivered or sent to their clerk at his or 
their office, or to their surveyor at his or their office, and shall at 
the same time deliver or send, or cause to be delivered <or sent 
to their clerk at his or their office, or to their surveyor at his or 
their office, a plan and sections of such intended street, drawn 
to a scale of not less than one inch to every forty-four feet. 

Such person shall show on every such plan the names of the 
owners of the land through or over which such street shall be 
intended to pass, the intended level and width, the points of the 
compass, the intended mode of construction, the intended name 
of such street and its intended position in relation to the streets 
nearest thereto, the size and number of the intended building 
lots, and the intended sites, height, class, and nature of the 
buildings to be erected therein, and the intended height of the 
division and fence walls thereon, and the name and address of 
the person intending to lay out such street. 

Such person shall sign such plan, or cause the same to be 
signed by his duly authorized agent. 

Such person shall show on every such section the levels of 
the present surface of the ground above some known datum, the 
intended level and rate or rates of inclination of the intended 
street, the level and inclinations of the streets with which it is 
intended that such street shall be connected, and the intended 
level of the lowest floors of the intended buildings. 

Noik.— By this clause the person intending to lay out a new street is 
required to gi\e notice to the Sanitary Authority of such intention. He is at 
the same time to deposit a plan and sections of such new street drawn to a 
proper scale. 

The second, third, and fourth paragraphs prescribe what information is to 
he afforded on such plan and section in order to enable the Sanitary Authority 
to consider the proposal in all its details. 

As regards the ownership of such plan and sections, it will be observed that 
the particular section of the Public Health Act, 1S75, under which the clause is 
made, merely authorizes a byelaw as to the “ deposit ot plans and sections,” and 



hence, as such plans and sections are m themselves distinct property, and as 
there is nothing in the byelaws or in the Public Health Act, 1875, to require the 
plans to be returned to the pet son depositing them, it ma\ be contended that the 
permanent retention of such plans by the Sanitary Authority is justified. 

No decisive case has been hitherto tried that would afford a definite precedent 
upon the point. In Gooding x. The Ealing Local Board (1 T. 1 , R. 6 2 ; 1 ('. & 

E. 359), which came before Mr. Justice Matthews in November, 1884, judgment 
was given for the defendants, who retained the plaintiffs plans although they 
disapproved of the erection of the buildings comprised in them, but the case has 
been regarded as one in which that judgment might possibly have been reversed 
had the plaintiff appealed against it. 'This and the follow ing bjelaw may be altered 
if desired so as to require plans to be m duplicate and in ink on trat mg cloth. 

Where sections 57-60 of the 10 & 11 Viet., c. 3 \ are in force by incorpora- 
tion with any local Act, this byelaw must be omitted. 

92. Every person who shall intend to e rect a building shall give ^ ic * f an<1 
to the Sanitary Authority notice in writing of such intention, uueiuied 
which shall be delivered or sent to their clerk at his or their "*1^. 
office, or to their surveyor at his or their office, and shall at the 
same time deliver or send, or cause to be delivered or sent to 
their clerk at his or their office, or to their surveyor at his or 
their office complete plans and sections ol (‘very Iloor of such 
intended building, which shall be drawn to a scale* of not less 
than one inch to every eight feet, and shall show the position, 
form, and dimensions of the several parts ol such building, and 
of every watcrcloset, earthcloset, privy, ashpit, cesspool, well, 
and all other appurtenances. 

Such person shall at the same time deliver or send, or cause 
to be delivered or sent to the clerk to the Sanitary Authority 

at his or their office, or to their surveyor at his or their office, a 

description in writing ol tin* materials of which it is intended 
that such building shall be constructed, and of the intended 
mode* of drainage and means of water supplv. 

Such person shall at the same time deliver or send, or cause 
to be delivered or sent to the clerk to the Sanitary Authority 

at his or their office*, or to their surveyor at his or their office, a 

block plan of such building which shall be drawn to a scale of 
not less than one inch to every forty-four feet* and shall show the 
position of the buildings and appurtenances of the properties 
immediately adjoining, the width and level of the street in front, 
and of the street (if any) at the rear of such building, the level 
of the lowest floor of such building, and of any yard or ground 
belonging thereto. 

Such person shall likewise show on such plan the in- 
tended lines of drainage of such building, and the intended 
size, depth, and inclination of each drain ; and the details of 
the arrangement proposed to be adopted for the ventilation of 
the drains. 


M 
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Note. — This clause requires any person about to erect a new building to 
give notice of such intention to the Sanitary Authority, and to accompany such 
notice by plans and sections of each floor of the building, showing the several 
particulars specially referred to in the byelaws. Thus, by the first paragraph, he 
is to show how the requirements of the several clauses are to be carried out, 
relating, for example, to the positions of the requisite windows, and of the water- 
closet or privy, ashpit, cesspool, well, &c., the form and dimensions of the privy 
and ashpit, and of the requisite open space about the building, the thickness of 
the walls, and so forth. M he second paragraph requires him to submit a descrip- 
tion of the materials of construction and likewise of the drainage and water 
supply. He is further required by the third and fourth paragraphs to deposit a 
block plan, showing the position of the new building relatively to the streets and 
properties surrounding it, <Yc., and the lines, &c., of the drains. 

As bearing upon the question of what is a new building within the meaning 
of such a clause as this, it may be useful to refer to the note at the end of 
byelaw No. i. In the case of James (app.) v. Wyrill (resp.), 51 L. T. (n.s.), 
237 ; 48 ]. I\, 228, 725, it was held that the question whether alterations to a 
building constituted a new building was a question of fact for the justices alone 
to decide, l.ord Coleridge, C.J., said the appellant seemed to have Been of 
opinion, and took upon himself to decide, that he was not bound to send any 
plan of the proposed building, as he consideied that raising an old wall higher 
was not making any new building He, therefore, sent in no plan, and it was 
lor this that he was summoned. 'The fust question is whether this was a 
new building within the meaning of the byelaw, and it has been decided over 
and over again that this is a question of fact for the exclusive determination and 
good sense of the magistrate. In the case of Shiel (app.) v. Mayor of Sunder- 
land (resp.) 6 H. & N., 796 ; 30 L. J. (n s ) M. C., 215. A byelaw made by a 
local boaid of health, pursuant to 21 22 Yk t , c. 98, s. 34, directed that 

“every building to be erected and used as a dwelling-house, shall have an open 
spare exclusively belonging thereto to the extent at least of one- third of the 
entire area of the ground on which the said dwelling-house shall stand, and 
which shall belong thereto, \t " 1 >\ the 21 & 22 Yu t., c. 98, s. 34, no byelaw 

shall affect any building eie< ted before the date of the constitution of the 
distric t, but the re erecting of am building pulled down to or below* the ground 
floor, or the conversion into a dwelling house of am building not originally 
constructed toi human habitation, shall be considered the election of a new 
building. 'The proprietor of a house, which had been erected before the 
constitution of the district, and wax used for an hotel, having a vard with coach- 
house and stables in the rear, for the purpose of making an addition to the hotel 
pulled clown the coach-house and stables below the ground floor, and erected 
upon the same site a building three stones high ; the only means of access to 
the uppci chambers being b\ going up the stancase of the old house, and 
through a passage into the new building On an information against the 
proprietor for an offence against the bvelaw in not leaving an open space equal 
to one-third of the area of the ground on which the dwelling-house, t\rc. stood, 
the justices found that the building croc ted in the yard being a new building 
built lip to and adjoining the old building must either be considered with the 
old building as one house, or that the old house and new building must be 
considered as two erections, and that both old and new buildings must be 
considered by leckoning the gtound upon which the building stood ; and 
convicted him of a breac h of the byelaw. It was held that the conviction could 
not be sustained, because the new ercc tion was not a new dwelling-house, but 
merely an addition to an old dwelling house : or, per Bramwell, lk, because the 
justices had not found that it was a new dwelling-house which was essential to 
the validity of the convic tion. In the case of Tucker v. Tees, 7 Jur. (n.s.) 629; 
2 5 J* 7S9 : a byelaw to the effect that wherever any open space had been 
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left belonging to any building, such space should nevci afterwards be built upon 
without the consent of, &c., and without leaving an open spa e belonging to 
such building of a specified size and dimensions was held to be invalid if it 
applied to old*buildings. 

As regards the ownership of such deposited plans, «S:c., see the remarks at 
the end of the Note to clause No. 91. 

Where Sanitary Authorities desire to avoid possible litigation as to owner- 
ship of plans by retaining copies of the plans — and there are obvious advantages 
in their possessing copies of the plans — thev should effect their purpose through 
the agency of their surveyor. It is believed that the regulations adopted by 
many Sanitary Authorities with icgard to the conduct and duties of their officers 
provide for the preparation of tracings by the surveyors. 

It is to be borne in mind that, under the Public Health Act, 1875, and the 
byelaw's, the main purpose which these notices, plans, \*c., will serve, is to ensure 
that the Sanitary Authority will be furnished with the necessary information to 
enable them to exercise an efficient supci vision over the operations of the builder. 

The information required to be supplied under this clause may he legardcd 
as somewhat considerable, but it is no more than is necessary m by fai the huger 
number of new buildings that are erected It is probable that no other inhuma- 
tion can actually be demanded than that which is necessary to show that the 
several clauses in the series of byelaws as to new buildings are intended to be 
strictly complied with, and, this being the case, much of the objection frequently 
held by architects and otheis to depositing their designs in the offices of the 
surveyor to a Sanitary Authority is removed. 

In some districts, again, a regular printed form is issued to bmldeis by the 
Sanitary Authority, an arrangement which greatly facilitates the supply of the 
required information. It is printed on stiong 1 >11 1 thin paper, and spat e is left 
of sufficient size for tracings of the plans of buildings of the ordinal y dwelling 
house size. Hy this course uniformity is secured, and the c onvemencc of builders 
is studied. 

It will be seen that, by see. 158* of the Public Health Act, 1875, the 
Sanitary Authority must signify their approval, or otherwise, of the intended work 
within one month after the notice, tVc , has been deposited, but that there is no 
necessity for the person intending to build to delay commencing the w'ork until 
he receives the approval, or until the expiration of the month. In the event, 
however, of the w T orks being commenc ed before the expiration of the month, the 
person building must take the consequences of any violation of the byelaws. 
This view seems supported by the case of I f utter shy and others (apps ) v. Burr 
(resp ) (14 I,. T. (n.s.), 565), in which it w'as held that the person giving notice 
had a right to commence building when he pleased, subject to the Local Hoard’s 
right to pull down or alter his building if built in contravention of their byelaws. 

The case of II a tiers ley v. Harr which was questioned in 7 Ia/l( app.) v. Nixon 
(resp.), (32 L. T. (n.s.), 87) but was not in fact overruled, decided that a local 
authority could not require plans to be deposited at least a month before one of 
its ordinary meetings, but in the latter case fourteen days’ notice before beginning 
the work was held to be reasonable. 

The later case of Cumber v. Bournemouth Improvement Commissioners 
(71 L. T., 10) in which the court held that where a person had deposited plans 
there was nothing to prevent him going on building was to the same effect. 

In the case of Clark v. Bloomfield (1 T. L K. 323) it was held that a local 
authority must either approve or disapprove of plans submitted to them within 
one month as required by section 158 of the Public Health Act, 1875, and that 
where plans had been neither approved nor disapproved the local authority was 
precluded from enforcing penalties for breaches of the byelaws. 

* This section is printed in extenso in Appendix No. II., p. 207. 
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Notice of 
covering 
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drain, or 
founda- 
tion. 


Work may 
be cut into, 
laid open, 
or pulled 
down. 


The case ex parte Crosby , 41 J. P. 740, may be referred to as showing what 
a Local Authority may not allege as ground for refusal to pass plans. 

c 

93. Every person who shall intend to lay out or construct a 
street, or to erect a building, or otherwise to execute any work 
to which any of the byelaws relating to new streets and buildings 
may apply, shall, before beginning to lay out or construct such 
street, or to erect such building, or to execute such work, 
deliver or send, or cause to be delivered or sent to the 
surveyor of the Sanitary Authority, at his or their office, 
notice in writing, in which shall be specified the date on which 
such person will begin to lay out or construct such street, or to 
erect such building, or to execute such work. 

Such person shall also, before proceeding to cover up 
any sewer or drain, or any foundation of a building, deliver 
or send, or cause to be delivered or sent to the surveyor 
of the Sanitary Authority, at his or their office, notice in writing, 
in which shall be specified the date on which such person will 
proceed to cover up such sewer, drain, or foundation. 

If such person neglect or refuse to deliver or send any such 
notice, or to cause any such notice to be delivered or sent to such 
surveyor, and if such surveyor, on inspecting any work in con- 
nexion with such street or building, or such other work as 
aforesaid, finds that such work is so far advanced that he cannot 
ascertain whether anything required by any byelaw relating to 
new streets or buildings has been done contrary to such byelaw, 
or whether anything required by such byelaw to be done has 
been omitted to be done, and if, within a reasonable time after 
such survey or inspection, such person shall, by notice in writing 
under the hand of such surveyor, be required, within a reasonable 
time which shall be specified in such notice, to cause so much of 
such work as prevents such surveyor from ascertaining whether 
anything has been done or omitted to be done as aforesaid to be 
cut into, laid open, or pulled down to a sufficient extent to enable 
such surveyor to ascertain whether anything has been done or 
omitted to be done as aforesaid, such person shall within the 
time specified in such notice cause such work to be so cut into, 
laid open, or pulled down. 

Notk. — It will he seen that, by this clause, the Sanitary Authority require to 
be informed of the date of the commencement of any work affected by the 
byelaws, and to have notice of the date of covering up certain works. Thus, 
they can, if they choose, exercise complete control and supervision over sewers, 
drains, and foundations. 

By the last paragraph, any work which has been covered up, or is so far 
completed as to prevent due inspection, may, by order of the surveyor, have to 
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be exposed or pulled down to satisfy him that it is in accordance or otherwise 
with the requirements of the byelaws. 

The clause is a most useful one for the Sanitary Authority to possess ; and 
if used with tact and judgment, is of material assistance in every well-administered 
district. It must not be overlooked, however, that the clause onl\ gives power 
to require work to be cut into, & c., where the builder has first put himself in the 
wrong by neglecting or refusing to deliver notices. 


94. In every case : - vcnTion, of 

Where a person who shall lay out or construct a street, or byelaws 
shall erect a building, or shall execute any other work to which 
the byelaws relating to new streets and buildings may apply, 
shall, at any reasonable time during the progress or after the 


completion of the laying out or construction of such street, or 
the erection of such building, or the execution of such work, 


receive from the surveyor of the Sanitary Authority notice in 
writing specifying any matters in respect of which the laying out 
or construction of such street, the erection ol such building, or 


the execution of such work may be 1 in contravention of any 
byelaw relating to new streets or buildings, and requiring such 
person within a reasonable time, which shall be specified in such 
notice, to cause anything done contrary to any such byelaw to 
be amended, or to do anything which by any such byelaw may 
be required to be done but which has been omitted to be 


done : — 


Such person shall, within the time specified in such notice, 
comply with the several requirements thereof so far as such 
requirements relate to matters in respect of which the: laying out 
or construction of such street, the erection of such building, or 
the execution of such work may be in contravention of any such 
byelaw. 

Such person, within a reasonable time after the completion of Noti<:cof\ 
any work w'hich may have been executed in accordance with any of 
such requirement, shall deliver or send, or cause to be delivered ™^nd- 
or sent to the surveyor of the Sanitary Authority at his or their mcn *' 
office, notice in writing of the completion of such work, and 
shall at all reasonable times within a period of 
days after such notice shall have been so delivered or sent, 
afford such surveyor free access to such work for the purpose 
of inspection. 


Not*.. — T his clause gives the Sanitary Authority power to require any con- 
travention of the byelaws to he 1 edified. Jt is intended to provide a locus 
p(cniten1i<r. for the offender. Instead of piocecdmg to pull down the work, the 
Sanitary Authority give the offender the option of rectifying his wrong doing. A 
clause of this kind materially strengthens the position of the Sanitary Authority in 
case they are ultimately compelled to proceed to extreme measures. 

Seven days is the period commonly adopted in paragraph three. 



Surveyor 
to have 
access to 
work for 
purpose of 
inspection. 


95. Every person who shall lay out or construct a street, 
or shall erect a building, or shall execute any other work to 
which any of the byelaws relating to new streets and buildings 
shall apply, shall, at all reasonable times during the laying out. 
or construction of such street, or the erection of such building, or 
the execution of such work, afford the surveyor of the Sanitary 
Authority free access to such street, building, or work for the 
purpose of inspection. 


Noth. — This clause is an essential one to the effectual working of a series 
of building regulations. It secures to the surveyor access to the works during 
their progress ; and in the interests of the person upon whom the duty of affording 
such access is imposed, the words “ at all reasonable times,” serve to restrict the 
conditions of access. Clauses Nos. 96 and 97 secure access on completion of the 
street and the new building respectively. 


95A. A person shall not let or occupy any new dwelling-Aouse 
until the drainage thereof shall have been made and completed, 
nor until such dwelling-house shall, after examination have been 
certified by an officer of the Sanitary Authority, authorized to 
give such certificate, to be, in his opinion, in every respect fit for 
human habitation. 

Notk. — This byelaw has been adopted in several cases, and has been con- 
firmed by the Local Government Hoard. It is based on a byelaw that was held 
to be reasonable in the case of Horst ll v. Swindon Local Board (52 J. P. 597). 


Notice of 96. Every person who shall lay out or construct a street 
Z^ncw shall, within a reasonable time after the completion of the laying 
street. out or construction of such street, deliver or send, or cause to be 
delivered or sent to the surveyor of the Sanitary Authority, 
at his or their office, notice in writing of the completion of the 
laying out or construction of such street, and shall, at all reason- 
able times, within a period of days after such notice 

shall have been so delivered or sent, afford such surveyor free 
access to such street for the purpose of inspection. 

Note. — This is a necessary clause for assisting the Sanitary Authority to 
effectually carry out then regulations as to new streets. Seven days is the period 
usually adopted. 

comp?e-° f 97- Every person who shall erect a building shall, within a 
tionofnew reasonable time after the completion of the erection of such 
building, building, deliver or send, or cause to be delivered or sent to the 
surveyor of the Sanitary Authority, at his or their office, notice 
in writing of the completion of the erection of such building, and 
shall, at all reasonable times, within a period of 
davs after such notice shall have been so delivered or sent, and 
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before such building shall be occupied, afford such surveyor 
free access to every part of such building for the purpose of 
inspection. . 

Note. — This clause is a necessary one for enabling the Sanitary Authority of 
a district to effectually carry out their regulations as to "now buildings. Following 
strictly the language of the statute, this clause limits the access to the purpose ol 
inspection. The surveyor cannot claim, under byelaws framed in pursuance of 
section 157 of the Public Health Act, 1875, to lender the occupation of a new 
building conditional upon his certificate as to the striK tural and samtaiy fitness 
of the premises. Seven days , as in the previous clauses, is commonly inserted. 


98. Every person who shall offend against any of the fore- rcnaIlies * 
going byelaws shall be liable for every such offence to a penalty 

of , and in the case of a continuing offence to a 

further penalty of for each day after written notice 

of thfc offence from the Sanitary Authority : 

Provided, nevertheless, that the justices or court before whom 
any complaint may be made or any proceedings may be taken in 
respect of any such offence may, if they think fit, adjudge the 
payment as a penalty of any sum less than the full amount of 
the penalty imposed by this byelaw. 

Note. — T his clause relates to the whole series of byelaws as to new streets 
and buildings. Five pounds forty \/ii/finy\ are the sums commonly inserted 
in the first and second blanks respecthcly. 

99. If any work to which any of the byelaws relating to new > Vorkdonc 
streets and buildings may apply Ik* begun or done in contra- vention of 
vention of any such byelaw, the person by whom such work shall 

be so begun or done, by a notice in writing, which shall be signed removed, 
by the clerk to the Sanitary Authority, and shall be duly served jVuUcU 1 ’ ° r 
upon or delivered to such person, shall be required on or before <lo ^n. 
such day as shall be specified in such notice by a statement in 
writing under his hand or under the hand of tin agent duly 
authorized in that behalf, and addressed to and duly served upon 
the Sanitary Authority, to show sufficient cause why such work 
shall not be removed, altered, or pulled down ; or shall be required 
on such day and at such time and place as shall be specified in 
such notice to attend personally or by an agent duly authorized in 
that behalf before the Sanitary Authority and show sufficient 
cause why such work shall not be removed, altered, or pulled 
down. 

If such person shall fail to show sufficient cause why such 
work shall not be removed, altered, or pulled down, the Sanitary 
Authority shall be empowered, subject to any statutory provision 
in that behalf, to remove, alter, or pull down such work. 



Note. — This clause gives the person concerned an opportunity of showing 
cause why any work which may he regarded by the Sanitary Authority as con- 
travening the byelaws should not be altered or pulled down, and failing his 
showing sufficient cause, it intimates that the Sanitary Authority may themselves 
have it altered or pulled down. 

The last paragraph of the clause follows the terms of sec. 157 of the Public 
Health Act, 1875, * n rendering the exercise of the power which the Sanitary 
Authority assume, subject to the provisions of the Act. It is indeed essential 
that a Sanitary Authority, before they proceed to apply the very strong remedy 
which the clause affords, should satisfy themselves that the circumstances of the 
case are not such as to impose any statutory restriction on their action. It is 
especially important that they should ascertain that the person whose work they 
propose to demolish, tec., is not protected under sec. 158* of the Public Health 
Act, 1875. In order that the Sanitary Authority may be prevented from taking 
action with undue haste, and indeed, in order to render the clause reasonable, 
it provides for the hearing of the person interested in opposition to the proposed 
demolition. In connexion with this clause it may be useful to refer to the case 
of Masters v. Pontypool Local Board (L. R. 9 Ch. I)., 677; 47 L. J. (n.s.), Ch. 
D., 797), in which it was held that a local board having approved of a pEn, and 
having allowed a house-owner to proceed and pull down the front wall of his 
house, could not afterwards avail itself of the powers acquired when the front of 
a house had been taken down ; and where a local board has not, during the month 
prescribed by the Public Health Act, 1875, s. 158, signified its disapproval of plans 
laid before it, it cannot afterwards object to the building according to the plan, 
nor can it under sec. 158, pull down a building without giving the owner an 
opportunity of showing cause why it should not be pulled down. In Clark v. 
Bloomfield (i T. L. R. 323), it was further held that if a Local Authority did not 
approve or disappnne plans within a month they could neither pull down any 
work done in conformity with such plans, nor proceed for penalties for breach of 
any byelaw. 

In the case of Hopkins v. Smethwick Local Board (54 J. P. 246), an action for 
trespass was brought against a Local Hoard. Denman, J., in delivering judgment, 
referred to the case of Cooper v. Wandsworth District Board (32 L. T. C. I\ 185), in 
which it was held that an order for causing the demolition of a house ought not to 
be made w ilhout the person affected having an opportunity of showing cause against 
it, and said that in this case “ a resolution was passed by the board directing 
the surveyor to take down the whole of the property now being erected by 
C. Hopkins in Drove Lane, consisting of si\ houses, such property having been 
erected contiary to the byelaws of the board.” No notice of this resolution was 
given to the plaintiffs, and no opportunity given to them of going before the 
board and showing cause against the execution of the order. The case of 
Cooper v. Wandsworth District Board , approved by Lord Justice Fry in the 
later case of Masters v. Pontypool Local Boards show ed that such an order as 
this ought not to be carried out without the person affeited having a chance of 
showing cause against it. Judgment was therefore given against the Local 
Hoard. This decision was upheld by the Court of Appeal ( Hopkins v. Smeth- 
wick I.ocal Board (6 T. L. R. 286), when the Master of the Rolls, in delivering 
judgment, said that the power which the Local Board had assumed to exercise 
w'as a power affecting the property of the plaintiff in the most highly penal way 
possible. Those who had authority to exercise such a power must take every 
care to follow out each necessan step in the strictest manner. The case erf 
Cooper v. The IVandswotth District Board was an authority to show that where 
a Local Board had power on the misconduct of a building owner to enter on his 
land and demolish the offending building, there was a necessary implication by 


* This section is printed in txtenso in Appendix No. II., p 207. 
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the fundamental principles of justice that they must give the owner notice of 
their intention to take that step. That case appeared to be rightly decided and 
on sound principles, and it governed the present case. 

In a later case, AV^ r . v. JVest Cowes Local Boards the issue of a mandamus^ 
to compel a Local Board to enforce their byelaws in a case in wlmh it was 
admitted that there had been a contravention of a byelaw, was refused, as it 
appeared that the Local Board having given notice to the builder, had con- 
sidered whether the building should be pulled down, and had decided not to 
take any action. 



BYELAWS 

WITH RESPECT TO 

SLAUGHTER-HOUSES. 



i7i 


1VI 111 HVT ORANDIJ ]VT. 


Section 169 of the Public Health Act, 1875 (38 & 39 Viet., 
c. 55) enacts that '‘for the purpose of enabling any Urban 
Authority to regulate slaughter-houses within their district, the 
provisions of the Towns Improvement Clauses Act, 1847, with 
respect to slaughter-houses, shall be incorporated with this Act.” 

Of the incorporated provisions of the 10 & 1 1 Viet., c. 34, 
sec. 1 28* is in the following terms : 

“ The Commissioners [Urban Sanitary Authority] shall, from 
time to time, by byelaws . . . make regulations for the 

licensing, registering, and inspection of the* . . . slaughter- 
houses . . . and preventing cruelty therein, and for keeping 

the same in a cleanly and proper state, and for removing filth 
at least once in every twenty-four hours, and requiring them to 
be provided with a sufficient supply of water; and they may 
impose pecuniary penalties on persons breaking such byelaws; 
provided that no such penalty exceed for any one offence the 
sum of five pounds, and in the case of a continuing nuisance the 
sum of ten shillings for every day during which such nuisance 
shall be continued after the conviction for the first offence.” By 
the next section 129/ it is provided that the '‘justices before 
whom any person is convicted of killing or dressing any cattle 
contrary to the provisions of this or the special Act [/.£., the 
38 & 39 Viet., c. 55J, or of the non-observance of any of the 
byelaws or regulations made by virtue of this or the special Act, 
in addition to the penalty imposed on such person under the 
authority of this or the special Act, may suspend for any period 
not exceeding two months, the licence granted to such person 
under this or the special Act, or in case such person be the 
owner or proprietor of any registered slaughter-house .... 
may forbid, for any period not exceeding two months, the 
slaughtering of cattle therein ; and such justices, upon the con- 
viction of any person for a second or other subsequent like 
offence, may, in addition to the penalty imposed under the 
authority of this or the special Act, declare the licence granted 
under this or the special Act revoked, or if such person be the 


* 1 hese sections arc printed in eAiemo in Appendix No. II., p. 215. 
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owner or proprietor of any registered slaughter-house, may 
forbid absolutely the slaughtering of cattle therein ; and when- 
ever the licence of any such person is revoked as aforesaid, or 
whenever the slaughtering of cattle in any registered slaughter- 
house .... is absolutely forbidden as aforesaid, the 
Commissioners may refuse to grant any licence whatever to the 
person whose licence has been so revoked, or on account of 
whose default the slaughtering of cattle in any registered 
slaughter-house has been forbidden.” 

Further by section 130* it is enacted that “ every person 
who during the period for which any such licence is suspended, 
or after the same is revoked as aforesaid, slaughters cattle in the 
slaughter-house . . .to which such licence relates, or other- 

wise uses such slaughter-house . . . or allows the same to 
be used as a slaughter-house . . . and every person who 
during the period that the slaughtering in any such registered 
slaughter-house ... is forbidden as aforesaid, or after such 
slaughtering has been absolutely forbidden therein, slaughters 
any cattle in any such registered slaughter-house, shall be liable 
to a penalty not exceeding five pounds for such offence, and a 
further penalty of five* pounds for eve ry day on which any such 
offence is committed after the conviction for the first offence.” 

In connexion with these provisions, and those relating to 
the licensing and registration of slaughter-houses, in sections 
125 — 127*, the attention of the Sanitary Authority should be 
directed to the judgment of the Court of Exchequer Chamber 
in the case of Antony v. The Brecon Markets Company (26 
L.T., n.s., 982+). 

With reference to that judgment, a few observations may 
here be introduced in illustration of the nature and extent of 
the powers of the Sanitary Authority with regard to slaughter- 
houses. 

It will be seen that the provisions of the Towns Improve- 
ment Clauses Act, 1847, incorporated with the Public Health 
Act, 1S75, by section 169,* recognize two classes of slaughter- 
houses, viz., slaughter-houses in use and occupation at the time 
of the passing of the “ special Act,” and slaughter-houses not in 
use and occupation at that time. To the former class the 
requirements as to registration in section 1 2 7* are specially 
applicable. To the latter class the provisions as to licensing in 
sections 125 — 126* have direct reference. 

Both classes may apparently be regulated by byelaws under 
section I2S. # 

* These sections arc printed /// extenso in Appendix No. II., pp. 20S, 214, and 216. 

t As to this judgment see post, p. 17S. 
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• In framing a model series of byelaws under that enactment, 
the Board have considered that the statutory terms do not 
warrant the extension of the scope of the byelaws to regulations 
directly affecting the structure of the premises. 

But as regards premises for which under section 126* the 
licence of the Sanitary Authority will be required, the Board 
have been advised that, in the exercise of the discretionary 
power of licensing which has been conferred upon the Sanitary 
Authority, the following rules as to site and structure should 
influence their decision upon each application for a licence : 

1. The premises to be erected or to be- used and occupied as 
a slaughter-house should not be within ico feet of am dwelling- 
house; and the site should be such as to admit of free ventilation 
by direct communication with the external air on two sides at 
least* of the slaughter-house. 

2. Lairs for cattle in connexion with the* slaughter-house 
should not he within ioo feet of a dwelling-house. 

3. The slaughter-house should not in any part he helow 
the surface of the adjoining ground. 

4. The approach to the* slaughter-house should not he on an 
incline of more than one in four, and should not he through any 
dwelling-house or shop. 

5. No room or loft should Ik* constructed over the slaughter- 
house. 

6. The slaughter-house should Ik* provided with an adequate 
tank or other proper receptacle for water, so placed tli.it the 
bottom shall not he less than six feet above the level of the floor 
of the slaughter-house. 

7. The slaughter-house should he* provided with means of 
thorough ventilation. 

S. The slaughter-house should he well paved with asphalte 
or concrete, and laid with proper slope and channel towards a 
gully, which should he properly trapped and covered with a 
grating, the bars of which should not be more than three-eighths 
of an inch apart. 

Provision for the effectual drainage of the slaughter-house 
should also he made. 

9. The surface of the walls in the interior of the slaughter- 
house should he covered with hard, smooth, impervious material, 
to a sufficient height. 

10. No watercloset, privy, or cesspool should he constructed 
within the slaughter-house. 


* Ihi* section is printed in cx/enso in Appendix No If., p. 214. 



There should be no direct communication between the 
slaughter-house and any stable, watercloset, privy, or cesspool. 

xi. Every lair for cattle in connection with the slaughter- 
house should be properly paved, drained, and ventilated. 

No habitable room should be constructed over any lair. 

JOHN LAMBERT, 

Local Government Board , Secretary. 

25 th July , 1877. 


None. — Some explanatory comment may be helpful as regards certain of the 
above rules : — 

Rule 3. The condition here rcfeired to is important, partly to allow of 
surface drainage externally, partly because a sunken floor is not easily clgansed of 
solid filth, and partly for the convenience of cattle. 

Rule 4. The intention in the first part of this rule is to avoid steps, and in 
their place to se< ure easy means ol ascent and descent. 

Rule 5. ' 1 'his prohibition is important to prevent the provision of dwelling 
accommodation over a slaughter house, and also to facilitate efficient ventilation. 

Rule 6. The provision referred to is intended to allow of the easy and 
frequent use of a hose foi flushing and (leansing the floor and walls to a height 
of some six feet. 

Rule 8. In connexion with the flooring it is important to avoid such 
materials as flags, bricks, tec., which are apt to get loose and to facilitate, the 
collection of filth beneath them. 'Flic* gully referred to should be outside the 
slaughter-house. 

Rule 9. The height here referred to is that which is liable to be splashed 
by blood, tec.; a smooth dado would facilitate the needed thorough cleansing. 

In connexion with these rules, see also the “Conditions on which the 
London County Council [acting for the present on the Metropolitan Board of 
Works Conditions] will consider as to giving sanction to the establishment anew 
of the business of a slaughterer of cattle. *' Appendix No. III. p. 224. 

In the same connexion the following extract, from the official report made 
by Dr. Ballard, F.R.S., to the Local (iovernment Board, in so far as it relates to the 
mode ol pi eventing nuisances from slaughtering by due arrangement and con* 
struction ol slaughter-house, deserves attentive consideration : — 


-Extract from Dr. Ballard's Official Report on Effluvium 
Nuisances arising in connexion with the Slaughtering of 
Animals. — Annual Report of the Medical Officer of the 
\ Local Government Board jor the year 1876 [C. — 1909J. 

M<xic of \ “ The essentials of slaughtering so as to avoid nuisances are 

nuisanc!" 6 scrupulous cleanliness of the slaughter-house and pound, of the 
slaughter atmos l , h ere of both, and of all utensils, and the speedy removal 
ing.° 1 of all decomposable matters. The business ought to be so 
worked that, except during the time when actual slaughtering is 
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/going on, there should be no unpleasant odour of any kind 
perceptible within the premises or proceeding from them. In 
order to ensure these results much care is requisite in respect of 
details of construction of the buildings, and in respect of the 
mode of conducting the business. 

44 1 . As to the arrangement and construction of the build- 
ings 

“ i. 1 he slaughter-house and pound should not be contiguous 
to any inhabited buildings ; a fortio) i, they should not, either of 
them, be within a dwelling-house or directly or indirectly com- 
municating with one. The slaughter-house and pound should 
be two distinct and separate buildings, or should at least be 
capable of being entirely shut off from each other. 2. The inner 
surface of the walls of both should be of brick or stone, and the 
surface* should be covered with a layer of lime- wash which can be 
renewed from time to time. The lower parts of the wall to the 
height of five or six feet should be covered with smooth cement, 
slabs of slate, zinc sheeting, or some similarly impervious 
material capable of being washed clean with water. At Mr. T. 
Harris’s slaughter-house at Caine, where, from the mode of 
killing, blood becomes scattered high Upon the wall, the whole of 
the walls are covered with a smooth cement. There should be 
no exposed woodwork within the slaughter-house ; any wood- 
work which there may be should be covered with a layer of paint, 
tar or zinc sheeting. 3. The flooring of the slaughter-house 
should be of some uniform material, sufficiently even to be 
capable of ready and thorough cleansing with waiter and a brush, 
and sufficiently rough to avoid slipping upon it. At the same 
time it should be firm and incapable of giving way under the fall 
of heavy beasts, or of breaking under rough usage. Paving 
with York flagstones set w r ith cement is the paving most 
commonly met w’ith both in London and in the country ; and is, 
I find, generally preferred by many slaughtermen whose opinion 
is worth having, to any other paving of a jointed character. 
If used it should be laid upon a firm basis of four to six inches 
of good concrete. But the objections to it arc its slipperiness 
when blood and other matters from the animals slaughtered 
become spilt upon it, the tendency there is to the cracking and 
loosening of the stones (when blood or other liquids may percolate 
between them and through the cracks), and the frequent loosen- 
ing and breaking away of the cement with which they are set, 
partly as the fault of the slaughtermen, who commonly use the 
intervals between the stones for the support of their prytehes, 
instead of using the prytch-holes provided in the surface of the 
stones themselves. The best paving of all is an even jointless 
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paving, sufficiently hard and firm to resist rough usage and 
sufficiently rough not to be slippery. Such a pavement is 
furnished by some concrete and some asphalte compositions. 
# * * # * With a jointless paving, and with 

the wall-surfaces protected as I have recommended, it is 
possible to maintain perfect cleanliness and sweetness of the 
whole inner surface of the slaughter-house. 4. The paving 
should be so sloped as that liquid matters shall run off to 
a proper channel leading to the inlet of a duly laid pipe 
drain. This inlet should be outside the slaughter-house, and 
should be provided with means of arresting the flow of anything 
but liquid matter into the drain. 5. Slaughter-houses and 
pounds should be separately and very freely ventilated, prefer- 
ably by louvres at the roof or in opposite walls, so as to provide 
for a horizontal movement of air across all the upper pag:. 

er mu!!c° P ^ “ H. As to the conduct of the business : — 

ducting t lie “ 1 . I Hiring the process of slaughtering, as much care as pos- 

busincss. ( siblc should be taken to prevent the discharge of blood or other 
animal matters upon the floor of the slaughter-house. The 
emptying of the contents of the viscera should, where practicable, 
be performed in a separate place, and any filth should be swept 
up from the floor and taken away at short intervals. 2. Hides, 
skins, blood, fat, offal, dung, and garbage should be removed 
from the slaughter-house as speedily as possible, and while they 
remain on the premises should be* so kept as not to become 
sources of nuisance. Where hides or skins are necessarily re- 
tained for a day or two before they can be removed, they might 
without injury be advantageously (especially in the summer) 
brushed over on the fleshy side with a solution of carbolic acid 
or some other antiseptic. Fat should be freely exposed to the 
air in a cool place. Flood, offal, dung, and other garbage should 
be placed in covered, movable receptacles, constructed of galva- 
nized iron or other non-absorbent material. Such articles as 
have been List mentioned should be, under any circumstances, 
removed from the premises, without undue delay, in the vessels 
in which they have been placed. A dung pit, as a substitute for 
immediate removal, need not be requisite in any Urban Sanitary 
District properly administered. 3. Immediately slaughtering 
is completed, the whole slaughter-house floor and walls (to 
the height of the impervious portion) should be thoroughly 
washed with water, and the pound thoroughly cleansed. All 
the vessels and implements used in the slaughtering, or brought 
from outside into the premises, should be made and kept clean 
and sweet. The inner walls of the slaughter-house and pound 
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should have their surface periodically renovated by lime- 
washing." 

In connexion with the confirmation of byelaws as to slaughter houses, the C« >n ^ irma “ 
Local Government Board issued a circular dealing w ith ceitam sutuies w hit h {,^°^ y t e " 
formed part of the legislation of 1884. Annexed is an extract horn that daughter- 0 
circular : — houses. 

Public Health ( Confirmation of Bye laws) slct, /SS./. 

Viet., c. 21 .* 

In a recent case in the Queen’s Bench Division, certain 
regulations, which had been made by the Wallasey Local Board 
under section 48 of the Tramways Act, 1870, and confirmed by 
the Local Government Board, were declared to be invalid, on the 
ground that they had not been allowed in manner provided by 
section 202 of the* 'Towns Improvement Clauses Act, 1847, /.<\, 
by a judge of one of the superior courts, or by the justices in 
quarter sessions. The decision of the Court in this case threw 
some doubt on the \alidity, not only of regulations made b\ other 
urban sanitary authorities under the Tramways Act, but also of 

byelaws as to slaughter-houses made by sanitary 

authorities under section 128 of the Towns Improvement Clauses 
Act, 1847 .... In the new Act the sections above-mentioned 
are referred to as “the incorporated enactments.” 

It was the manifest intention of section 1 8 \ of the Public 
Health Act, 1875, that byelaws made under these enactments 
should be confirmed by the Local Government Board, and that 
when so confirmed they should not require confirmation, allow ance, 
or approval by any other authority. The present Act has 
accordingly been framed' so as to give full effect to this intention 
both as regards existing and future byelaw's. 'The Act applies to 
byelaws made under the incorporated enactments by reason of 
the incorporation thereof, not only with the Public Health Act, 

1875, but also with the Public Health Act, 1848, and the Local 
Government Act, 1858, or with any Local Act or Provisional 
Order, or Act confirming such Provisional Order, and also to 
rules and regulations made under section 48 of the 'Tramways 
Act, 1870, all of which, whether already made or hereafter to be 
made, the Act provides art* to be deemed to have required or to 
require the confirmation of the Local Government Board or their 
predecessors, and not to have required or to require any other 
confirmation, allowance, or approval. 

The Act contains a saving clause to the effect that it shall not 

* This section is printed in extemo in Appendix No. II., p. 222. 
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invalidate the confirmation, allowance, or approval of any byelal 
rule, or regulation confirmed, allowed, or approved prior to i 
passing, nor apply to any In claw made* or to he made, und< 
any of the incorporated enactments by reason of the incorpor; 
tion thereof with any Local Act, if such byelaw has or wi 
come into force without an\ confirmation, allowance, or an 
proval, or if by the express provisions of the Local Act, anq 
without reference to the* provisions with respect to confirmation, 
allowance, or approval of b\ elaws in any of the incorporated 
Acts, such b\elaw is required to be confirmed, allowed, oi 
approved, otherwise than b\ the* Local Government Hoard 
their predecessors. 


Non.. The following is nn extrac t lnmi tin* Judgment in the Court ol 
I'.xc heqiK'r Chamber m lntho?:\ \ ]'h< fbtcon Markets Comptim (26 L.T., 

n.s , <)S2) referred to in th< memorandum */x/< p 172. l*er Willes, f. : — “ The 
<»thi.r Statute of the* same year relating to sl.rightei houses is the 10 \ ft Yict., 
< ^ ), b\ w Inc h, m se ( tion-N 1 25 to i$i m< Iusim , \anous pow e rs arc gi\ en as tq 

sla light < 1 house s to ( ommissioncis appointed under the Statute. It is called 
the towns I nij>io\ cment \< t. I»\ se« lion 125 ‘tlu Commissioners may 
hi eric e mu h slaughter Iicims and knackcis’ \ards as the) tiom time to time 
think juojmi hn si .lights 1 mg < attlr within tlu limits of tlu special Act * 'Then 
section 1 2t> ena« 1 s t )i it ‘noplace shall be- usul 01 ui i upied .is a slaughter house 
or knai keis* said withm tlu -aid limit- winch was not 111 s\ lV h use or occupation 
at the turn ot tlu passim; o! tlu* Spc<ial \» t and has so c ontmin d ever since, 
unless and until a iiiciue lui tlu election thereu 1 or tor tlu use and 01 < upation 
theu-ot as a slauehti 1 house 01 kua< kers* \anl has been obtained from the Com* 
tmssioneis Tlii-t. . tlu legislature is speaking ol future slaughter houses, and 
omitting those j>k\ious{\ cniieel What is that licence to be for It has 
hardly bet n even '?<</ that the re' was to be* a separate licence for the ere*c:tior 

ot a slaughter house, and a subsequent licence tor the use when erected. Thai 
might be a possible < oust! in turn of the c nai tnient, but it would practically be 
such a subtle and mmol construction, ptexenting people spending their money 
on j-laughtei hou-.es. that 11 is one which ought not to be* adopted. I think the 
bite meaning . . was that a Ik erne* to erect a slaughterhouse means primA 
ftuu\ to erei t a slaiighn 1 house rc* 4 /i// >//«m t\ u\<d ir \kiug/i /< r - house ^ and noy 
that there should be two separate licences, one tor the erection and another fer- 
tile use*. I rue*, m two sill 'st * jiie*nt sections the tiku.se' ot the slaughter-houjle 
mav lead te> its suspension 01 its abolition, and perhaps then the licence for the 
use mav come into pin separated but a licence gn en for the erec tion of a 
slaughter-house* means a licence le>r a sl.iughtei-house to he Used as a slaughter- 
house.” 
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SLAUGHTER-HOUSES 


For the licensing, registering, a ml ///spec turn o / slaughter lion ses, 
for preventing i nutty therein, /<>r kiepmg the some m o 
c/ean/y and proper sta /( . /or renmvnni Jit t h at hast ome 
in every heenfy- four honr^ amt ret/ninn ^ sinti \ lan^htei 
//oust w to he provuint intti a mi flu lent supply of loafer. 


i. livery person who shall apply to the Sanitary A uthority 'i uir ‘“ 
for a licence* for t he erection ol ;m\ ( remises to he used and application 
occupied as a slaughter-house shall lurnish in the form hereunto J‘ ,r f ^ 
appended a true statement of the particulars therein required to ii H mr- 
be specified. 

house. 


Form of application for a licence to erect premises far nse and 
(ucnpatiuii as a Slaughter- house. 

I’o the Sanitary Authority for the I >istri< t of 

1, , of 

, do hereby apply* to yon for a licence, in 
pursuance of the statutory pro\hions in tli.it b« half, ior tin < ie< lion of ceitain 
premises to be used and oc( upied as a slaughter house ; and I do Jn-n by dec lare 
that to the best of my knowledge and belie! the rsohodule lieu unto annexed 
contains a true statement of the several particulars therein set forth with respe* t 
to the said premises. 
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Require- 
ments on 
application 
for the use 

of premises 

as a 

•laughter- 

house. 


r8o 

Schedule. 

1. Boundaries, area, and description of the j 

proposed site of the premises to be , 
crert(d for use and occupation as a 
sluugliU r-house. 

2. L)eif ription of the premises to lit eiccttd 

on stn h "it t * i 

(a.) N.iturc, position, foim, superficial 
area, and (iibir.il contents of the several | 
lmil< 1 uif'-o tin r< m c«,n.j»ri>ed. 

(h.) Extent of paved area in such build- , 
in^s, and iii.it < rul , to be employed in the 1 
pav mg of su< h area. i 

(< ) M<>di of constitution of tin internal | 
surface of the. walls of such buildings, and j 
mat in.di to la (inplo)ed in such cmh’rur- , 
turn. j 

(./. ) Means of wale, i supply, — position, > 
form, materials, modi of ( onslructioii and J 
t a piii it v of the seveial eisteins, tanks, or 
other receptacle, for watei to be constructed 
for permanent use mm upon tlx premises 
( • ) Means of dr mi igc, position, size, 
matenaU, and modi of rmiai uc in >n of the 
seve lal ehains. . 

(/) Me nns of lighting and v< ntilation. | 

(f ) Means of n< e e s- for < it t 1 • • from the i 
ne.mst Moet or pnhln tlioioughf.iit . I 

0;.l \undiei. jtosin- n, anil dimensions of j 

the seveial M.,11 . | >c ns, or Ian ■> to be jjio- 1 
v nlcd on flu pit nusr s. 

(/ ) Numbri of animal-, foi vvlneli ac- 
comnu* ! it mn will In jnov ideel in sue h stalls, 
pens, oi Ians, di ,tmgm dung — ( 

I . t >\e n. 

2 l .lives. ; 

>. Mu t p oi kind's 1 

.} s wim. 

Witness ni> hand tins day of 18 . 

(Signature of Applicant .) 

( Address of Applicant ) 

Nun 'Hus foim should he used in cases in which the applicant wishes 
to cteit pi cutises for tisc as a slaughter-house. It rests with the Sanitary 
Authontx to giant oi to teftise a licence, and hence it is of the first importance 
that the\ should have before them such details as to the proposed premises as 
will enable them totoim a tight decision on the application. The requirements 
to be held in Me w ate, to a great extent, specified in the prefatory memorandum 
to this series ol b\ claws, see p. 173, as also in the extract from Dr. Ballard’s 
offu tal repeat, p. 175, and it ts the more important to have regard to them 
Because 1 emulations cannot juopcily be made under these byelaws as to the 
structure ot ptenuscs. A plan ot die buildings should necessarily be required 
under t he bwlaw.s m force in the district with respect to New Buildings (see as 
to this, clause No. 02 of the Senes as to New Streets and Buildings, p. 161). 
The byelaws u kiting to the same subject will, in many other important respects, 
have to be observed in the election of the pi onuses. 

2 . hvery person \\ ho shall apply to the Sanitary Authority for 
a licence lor the use .and occupation of any premises as a 
slaughter-house shall turnish in the form hereunto appended a 
true statement oi the particulars therein required to be specified. 



Form of application for a licence for the use and occupation of 
premises as a Slaughter-house . 

To the Sanitary Authority for the District of 
T, , of 

, do heu'by apply to you tor a licence, m 
pursuance of the statutory profusions in that behalf, tor the use and occupation 
as a slaughter-house ot the premises hereinafter descubed: and 1 do heieby 
declare that to the best of my knowledge and belie! the Schedule heieunto 
annexed contains a true statement ot the se\ eral particulars theiein set forth with 
resj>ect to the said premises. 

SC 1 II 1 HIK. 

1. Situation and boundaries of *he premises 

to be ust d and occupied as a slaughur- 

h on sc. 

2 . Christian name, Mirname, an 1 of 

the owner of the premises. 

3. Nr#ure and conditions of applicant's u mm 

of the premises : 

(a. \ Fnr what term; and whether by 
lease or otheiwisc. 

(/'. ) Whether applicant is soli* owner, 
lessee, nr tenant; « »r whether applinnt is 
jointly interested with an\ other person 01 
persons, and if so, with \\h >m. 

4. I lescription of the premises 

(<j. ) Nature, position, form, super fit nl 
area, and cubical contents of the se\ eral 
buildings therein comprised. 

(/>.) lXnnt of pa\cd ana in siicli huild 
ing*>, and materials emplo>ed in the paving 
of such area. 

(. ) Mode of construction of the internal 
surface of the walls of such buildings and 
matcnals employed m such conariictum. 

(J.) Means of water supply, -position, 
form, materials, mode of construction and 
capacity of the several cisterns, tanks, or 
receptacles for water, constructed foi per- 
manent use 111 or upon tin premises 

(<r. ) Means of drainage, -position, si/c\ 
materials, and mode of construction of the 
several drains. 

(/.) Means of lighting and ventilation. 

{jf.) Means of access for cattle from the 
nearest street or public thoroughfare. 

(/;.) Number, position, and dimensions 
of the several stalls, pens, or lairs provided 
on the premises. 

(f.) Number of animals for which accom- 
modation will he provided in such stalls, 
pens, or lairs, distinguishing — 

1 . Oxen. 

2. Calves. 

3. Sheep or lambs. 

4. Swine. 


Witness my hand this day of 

(Signature of Applicant .) 
(. Address of Applicant . ) 


t8 
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No*/ l. — This clause differs from clause No. 1, inasmuch as it relates to 
premia already built, and as to which a licence for use as a slaughter-house is 
in question ; indeed, the premises may heretofore ha\c been used as a slaughter- 
house. So, also, if a lie cm c has been revoked under sec. 129* of the 10 & 11 
Yi< i., (. 34, the for in should b. used by the apjjlicant for a fresh licence. On 
this point, si e the remarks of Mr. Justice Whiles — Anthony v. The Brecon 
Mat hets Company (26 L T., ns. 982) ante, p 178. In the absence of any 
e\] ires-, c lit 1 ( irnnt empowering the Sanitary Authorit) to impose any limit to the 
duration ol tla 1 u e nc 1 , it has been considered that the licence is tenable until 
1 e\ okul b) |intn e s on e on\ u tion by a second or subsequent offence, the con- 
dition ol tlu Indue being observance of the byelaws under section 129.* 
It will be noted, howeui, that the last mentioned enactment authorizes the 
justu es before whom an) person is convicted, to suspend for any period not 
cv ceding two months the licence granted to such person, <Sic., <S:c. The Local 
( ioveinment board ha\e stated that their attention has been drawn to a case 
(Ja\/ot v /) \,oi) alh at d to hau been dec ided b) thet'ourtof Queen's bench 
on an .1 p] n .1 1 fiom tin du mod of the Stipendiary Magistrate at Salford. The 
(j’.Ksijon uis< d m this c ;im appears to ha\e been whether the Town Council of 
Salloid vuu bound to giant a licence for an unlimited period subjec t c>ni) to be 
revol t d 011 misi ondin t, and it appeals to ha\e been decided in the negative. 
The hoard state* that the \ weic* mloimed that although in the instance referred to 
the I own ( < ini k il w e 1 e pioteedit.u nuclei a Local Act (the Salford Improvement 
Act, i.-o.m, the Court held guuiall) that where there is no obligation to grant a 
lu cm c it ma\ be limited as to time. 'I’heie does not appear to be any authentic* 
report «»f the case in question, and the Local (lovcrnment hoard have expressed 
a \ei\ decided opinion that apart trom the decision stated to have been arrived 
at in that case, tin \ aie not aware* of any ground for contending that a licence 
can be* gi. inted lot a limited time, and that under these circumstances, having 
leg. ml to the doubt whic h exists upon the point, they are not disposed to confirm 
am b\ claws, the object ol which is to give express power to local authorities to 
giant te mpoiai) lie enc es. 


3. K\cr\ pe rson to whom the Sanitary Authority may have 
resolved that a licence he* granted to erect premises (or use and 
occupation as a slaughter-house shall he entitled to receive 
from tlu- Sanii.tr) Authorit) a licence in the form hereunto 
appended, or to the like effect. 


Form of henne to erect premises for use and occupation as a 

S/a ughter-liouse . 


No. ot f 
Licenc e ) 


Relerenc c to 
Folio in Reg 1st ci t 
1 hstuct ot 


W hcica.s application has been made to us, the Sanitary Authority for 
the district of b\ , of , 

» for a licenc e to erect on a site within the said district 
certain premises lor use and occupation as a slaughterhouse : 


this section is printed tn cjlUhsq tn Appendix No. II., p. 215. 
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Now, we, the said Sanitary Authorit) in pursuance of the powers conteired 
upon us by the statutory provisions in that behalf, do hereby licence the said 
, ot , , to ei e( t 

for use and occupation as a slaughter-house upon the site defined 01 dcsciibed in 
the Schedule hereunto annexed the premises wheieof the dcsiiiption is set toith 
in the said Schedule. 


Sc II MU 11. 


r.ouml.iru*'', area, and tlcsciiptinn 
of the projK)scd sue of ilie |<runsis to Ik 
cicilcd for iim and < k cup.iiioii a> a 
slaughter -house. 


Ovsiiipnon of the pu inis< s 
to he cu liv'd loj list and oiiupatioit as 
a sl.uiglilv i-housv. 





<ii\cii under the Omnium Seal id the Sunil, ey 
Authoi it \ lor the 1 hsinc l oi 
tins d.i\ ot 

in the )eai One thousand eight hundred 
and 


( Utk to thr Sximtitty A uthonty. 


Non — It is important that by means of* some su< h clause as this, an exact 
description of the bcmndai its, area, «V< , oi the premises to be cre< ted should be 1 
given. The want of such a elese option is apt to lead to dillic ulttes sm li as ate 
shout) to have arisen in two cases that came before the* Omits some* yen is ago. 
In the case of The Brighton Loral Jtoard t'f //< tilth (apps. ) v Stninin g (resp. ) 
(15 L. T. 567), ptior to the coming into operation in the town ot Brighton of 
the Local ( internment Act, 1S5S, the Respondent had occupied premises m a 
certain street theie for the purpose of slaughtering pigs. These premises con 
sisted of a \ard with entrance b\ closed doois 01 gates liom the slieel, and m the 
yard, pig pens, a rartshed used for slaughtering pigs, and a stable for hoises. 
Whilst the premises were so used the Respondent, upon the* coming into opera- 
tion of the said hoc al (io\ eminent Act, obtained a lie enc e under section 127 of the 
Towns Improvement Act, 1847 (incorporated with the said Act), which licence 
stated that the animals to be slaughtered wc rc “pigs." . Since obtaining 

such licence the Respondent had converted the stable into another slaughtering* 
shed, and used the same for slaughtering bullocks and sheep therein. Tpon an 
information for using this stable as a slaughter-house without having obtained a 
licence for that purpose*, the justices held ihat upon a proper applic ation of the 
law’ to the facts, the Respondent was entitled to use the stable as he did, for that 
the stable, as forming an original portion of the premises lic ensed as a “ slaughter- 
house ” w r as covered by such licence. Upon a case stated for the opinion of the 
Court of Queen’s Bench it was held that the justic es were right in their deter- 
mination. In the case of Hanman (app.; v. Adkins (resp.) (40 J. P., p. 744 >» it 
appeared that a local Act incorporated the Towns Improvement Clauses Act, 
and the Appellant had duly registered his slaughter-hou*,e under that Act. 





Form of 
licence to 
use pre- 
mises as a 
slaughter- 
house. 


Lately he had rebuilt a ruinous part of the premises, and also added a little to 
the area inclosed within the walls of the premises when rebuilt. It was held that 
the enlarged premises did not require a licence from the town council, as they 
continued, notwithstanding the addition and partial rebuilding, the same place 
winch had been used before the passing of the Towns Improvement Clauses Act. 
Reference to the ease of Anthony v. Brecon Markets Company (see Note to clause 
No. 2, p. 182), goes to show* that a licence to erect premises does not require to 
be supplemented by a further licence to use the premises. 

4 Every person to whom the Sanitary Authority may have 
resolved that a licence* he granted for the use and occupation of 
any premises a-* a slaughter-house shall he entitled to receive 
from the Sanitary Authority a licence in the form hereunto 
appended, or to the like effect. 


Form of lice me for the use and oeeupation of premises •as a 

Slaughter-house . 

No. of | 

Lie cm c ) 

Reference to ) 

Folio in Registei j 

1 hstrict of 

Whereas application has been made to us, the Sanitary Authority for the 
distrit t of , by , of 

for a lie cnee for the use and occupation of certain premises, 

as a slatightei house : 

Now, we, the said Sanitaiy Authoiit), in pursuance of the powers conferred 
upon 11s b\ the stalutoi) piovisions in that behalf, do hereby licence the said 
, ot , * 

to use and 01 cupv as a slaughter-house the pi onuses whereof the situation and 
desi nptum aie set foilh in the Schedule hereunto annexed. 


Schedule. 


Situation of tlu pieiuisis to l»e used and ! 

ociupud as a slaughterhouse. 

Description of the premises to l»e used and 
occupied as a slaughter-house. 





( iiven under the Common Seal of the Sanitary 
Authority for the District of 
this day of , in 

the year One thousand eight hundred 
and 


CUrh to the Sanitary Authority . 



185 


Note. — As to the conditions which should be required in order to secure a 
licence to use and occupy a slaughter-house, see Note to clause No. 1, p. uSo, 
and rules included in the prefatory memorandum, p. 173, also the extract fiom 
Dr. Ballard’s Official Report on Effluvium Nuisances in connexion with slaughter- 
houses, p. 175. 

5 . Every person who may have obtained from the Sanitary 
Authority in accordance with the provisions of the 1>\ claw in that 
behalf, a licence to erect any premises for use and occupa- 
tion as a slaughter-house, or a licence for the use and occupation 
of any premises as a slaughter-house, shall register such premises 
at the office of the Sanitary Authority. 

He shall, for such purpose, apply, by notice in writing ad- 
dressed to the clerk to the Sanitary Authority, to register such 
premises; and thereupon it shall be the duty of the clerk to 
the Sanitary Authority, within a reasonable time after the receipt 
of such notice in writing, to enter in a book to be provided by 
the Sanitary Authority in the form hereunto appended the 
particulars therein required to be specified. 


— • Form of Register of Slaughter-houses . 

District of 


Folio 




Nutnhci of animals 
fur \\ hn h a< c ommudation 
is pro\ ulfil mi l he 
premises. 


i 


Note. — This clause imposes upon the holder of a licence the duty of Kgis- 
tcring the premises at the office of the Sanitary Authority. In regard to premises 
which may be the subject of a licence, the register is intended to record details as 
to which it is essential that information should be readily accessible to the Sanitary 
Authority, and those of their members and officers to whom they delegate their 
duties or whose duties comprise the supervision of premises of this description. 
It should be observed that under 10 & 11 Viet., c. 34, sec. 127/ everyplace 

*Thi* section is printed in extenso in Appendix, No. II., p. 215. 
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within the limits of the Social Actf which shall be used as a slaughter-house or 
knacker's yard, shall, within three months after the passing of such Act, be 
registered by the owner or o<cupier thereof, Ac., Ac.” In the case of premises, 
to which section 1 27* applies, it will be seen that the liability to register is 
imposed by express enaunnnt. And it ma> be convenient to observe that the 
privilege \\hi<h the owner or occupier of a slaughter-house thus registered 
derives from the last cited section nay be effected in the manner indicated in 
section 1 29* of 10 A 1 1 Viet., c. 34, under which the Justices ma> forbid either 
for a definite period not exceeding two months, or absolutely upon a second or 
subsequent c onvic tion, the slaughtering of any cattle therein. And whenever 
the slaughtering has been absolute)) forbidden the owner or proprietor can only 
irgain t lie right to use the premises as a slaughter-house by a fresh licence from 
the Sanitary Authority. 

Actohavc /• ^ V(t, y occupier of a slaughter-house shall, at all reasonable 
free access times, afford free access to every part of the premises to the 
!^ m * Medical Officer of Health, the Inspector of Nuisances, or the 
Surveyor of tin* Sanitarv Authority, or to any committee specially 
appointed by the Sanitary Authority in that behalf, for the pur- 
pose of inspecting such premises. 

Non. Systematic and frequent inspection of slaughter-houses by the 
pfliceis or lepiesentatives of the Sanitary Authority is of the first importance, 
; l)iit, at the same time, it is most desirable that those who make Jlw inspection 
should do so in then oftu lal < apac ltics. Hence it is better that such a clause as 
the above should not include “all members of the Sanitary Authority,'’ blit that 
the duty of inspection should he delegated to the officers named or to a 
committee of the Authority. It will be observed that the access required by 
this clause is “ for the purpose of inspecting the premises.” For the purposes 
of inspecting as to meat diseased vr unfit lor the food of man, provision is made 
in section 131* of 10 A 11 Viet., c. 34 ; and section 102* of the Public Health 
Act, 1S75, gives power of the entrv to the Local Authoritv, or anv of their 
ofhceis, into any premises for the purpose of examining as to the existence of 
any nuisance. 

Water to s. Kvcry occupier of a slaughter-house shall cause every 
vk 1 1 m f»>r animal brought to such slaughter-house* for the purpose of being 
lwSJui S »h° and confined in any pound, stall, pen, or lair upon 

lero 1 the premises previously to being slaughtered, to be provided 
during such confinement with a sufficient quantity of wholesome 
water. 

Non*. — This very propci piousion comes within the scope of byelaws 
made under section 12S* of 10 and 11 Viet., c. 34, inasmuch as it relates to 
the prevention of cruelty. > 

As iegards the definition of the term “pound” . . . “lair, Ac., reference 
may usefully be made to that portion of Dr. Mallard's Official Report on 
Krtluvium Nuisances J which deals with slaughter-houses. At page 142 of that 

* I lu sc* sections .uc pi mt ci 1 tn ci 111 Appendix No II., pp. 215 and 202. 

f \% to this Special Vet, sec section 310 of the 1 ‘uMic Health Act, 1875, Appendix No. II., 

p. 212. 

* Supplement by the Medical Ofhcer to the Sixth Annual Report of the Local Government 
Board [C.~ 1909J. 
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report lie writes as follows : — “ As to the keeping of the animals pilot to 
slaughter. Unless a butchei slaughteis the animals lie has pmi based on the 
day of purchase, he must deposit them somewhere, and at that place they mav 
require to be fed. A place used for this purpose is propeilv designated a Mail/ 
and in such a place animals may be and are kept toi scveial days. But, again, 
lie must have on his premises, and close to the slaughter house, a place wheie 
animals which are intended for immediate slaughter may stand. Stub a place is 
properly termed a ‘pound.' Animals are sometimes kept m the Mans’ for 
several days, but they aie only pioperh kept in the ‘pound’ foi a few hours. 
In the best public abbatoirs , this distinction between the Mans’ and the ‘pound’ 
is maintained. ... In the best ai ranged slaughter-houses, both public aud 
private, that 1 have seen, the pound is separated by a fice space tiom the 
slaughter-houses r 


8. Every occupier of a slaughter-house anti every servant of 
such occupier and every other person employed upon the premises 
in the slaughtering of cattle shall, before proceeding; to slaughter 
any T>ull, ox, cow, heifer, or steer, cause* the head of such 
animal to he securely fastened so as to enable* such animal to be 
felled with as little pain or suffering as practicable, and shall in 
the process of slaughtering any animal use such instruments and 
appliances and adopt such method of slaughtering and otherwise 
take suclT^TTecautions as may be requisite to secure the infliction 
of as little pain or suffering as practicable. 

Non: -This clause relates to the prevention of cmelty. The Inst p.ut 
requires that animals which aie felled bcfoie being slaughtered should have then 
heads so fixed that the full effect of the blow dull not fail owing to a movement 
on the part of the animal or otherwise. So, also, whilst it is undesuable to 
specify special methods of slaughtering for different animals, some such general 
provision, as to instruments, \< ., as that which is contained in the latter poition 
of the clause will for the same purpose of piev tilting ciuclty be found to fac llitate 
the control of the Sanitary Authority ovei the operations of the- slaughter houses. 
As to the various methods of slaughtering commonly adopted, see pages 
143 — 145 of I)r. Ballard's report icferred to in the Note to clause No. 7. 


9. Every occupier of a slaughter-house shall cause the means 
of ventilation provided in or in connexion with such slaughter- 
house to be kept at all times in proper order and efficient action ; 
and so that the ventilation shall be by direct communication with 
the external air. 

Note. — The provision of adequate means of ventilation having been required 
as a condition of licence (see Prefatory Memorandum, rule 7, p. 1 7 3), this clause, 
whilst not relating primarily to matters of construction, requires that the means 
of ventilation shall be maintained as a condition necessary to the “cleanly and 
proper state ” of the premises. 

As to the best means of maintaining a slaughter house in proper order and 
efficient action, see the extract from Dr. Ballard’s Official Report on Effluvium 
Nuisances in connexion with slaughter-houses, at p. 176, 
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io. Every occupier of a slaughter-house shall cause the 
drainage provided in or in connexion with such slaughter-house 
to he kept at all times in proper order and efficient action. 

Noth. — 'P his clause, like the preceding one, has reference to the maintenance 
in proper order and efficient a< tion of one of the conditions — proper drainage — 
which should have been held essential to the granting of the licence. See 
Prefatory Memorandum, rules 3, 4, and 8, pp. 173, 174. See also the extract from 
Dr. Mallard's Oflic lal Report on Effluvium Nuisances m connexion with slaughter- 
houses, at pp. 1 75, 1 76. 

i i. livery occupier of a slaughter-house shall cause every part 
of the internal surface of the walls and every part of the iloor or 
pavement of such slaughter-house to he kept at all times in good 
order and repair, so as to prevent the absorption therein of any 
blood or liquid refuse or tilth which may be spilled or splashed 
thereon, or any offensive or noxious matter which ntay be 
deposited thereon or brought in contact therewith. 

He shall cause every part of the internal surface above the 
floor or pavement of such slaughter-house to be thoroughly 
washed with hot lime-wash at least four times in every year ; that 
is to say, at least once during the periods between first and 
tenth of March , the first and tenth of June , the first and tenth of 
September , and \X\o first and tenth of December respectively. 

lie shall cause every part of the floor or pavement of such 
slaughter-house, and every part of the internal surface of every 
wall on which any blood ctf liquid refuse or filth may have been 
spilled or splashed, or with which any offensive or noxious 
matter may have been brought in contact during the process of 
slaughtering or dressing in such slaughter-house, to be thoroughly 
washed and cleansed within three hours after the completion of 
such slaughtering or dressing. 

Noth. --It has already been pointed out that the provisions of walls and 
pavement adapted to the requirements of a slaughter-house should he regarded as 
essential before a licence is granted (See rules in, and Note to Prefatory 
Mcmoiandum, p. 173), and this clause provides for their being maintained in a 
proper state. As regards the periodic lime-washing, the process may have to be 
repeated oftener, m towns where a large amount of slaughtering is continuously 
in progress, than is here specified. The last paragraph deals with the cleansing 
required after each use of the premises In connexion with this clause reference 
may usefully be made to a portion of the extract from section 28 of The Towns 
Polic e Clauses Act, 1847 (10 11 Viet., c. 89) in Appendix No. II., p. 217. See 

also the extract from Dr. Mallard's Report on Effluvium Nuisances in connexion 
with slaughter-houses, at pp. 175 — 177. 

12. An occupier of a slaughter-house shall not at any time 
keep any dog, or cause or suffer any dog to be kept in such 
slaughter-house. 



He shall not at any time keep, or cause or suffer to be kept in Animals 
such slaughter-house any animal of which the flesh may be used 
for the food of man, unless such animal be so kept in preparation r ° r 
for the slaughtering thereof upon the premises. r ’ 

He shall not at any time keep any cattle, or cause or suffer .mi iiu-n 
any cattle to be kept in such slaughter-house for a longer period 1Ul1 
than may be necessary for the purpose of preparing such cattle, <»nij. 
whether by fasting or otherwise, for the process of slaughtering. 

If, at any time, he keep or suffer to be kept in such slaughter- Sufl > »»'• 
house any cattle for the purpose of preparation, whether by l"',,, >c 
fasting or otherwise, for the process of slaughtering, he shall not M ni,| s 
cause or suffer such cattle to he confined elsewhere than in the ' 
pounds, stalls, pens, or lairs provided on the premises. 

Njte. — T he prohibition contained in the first paragiaph is neccssaiy to the 
maintenance of a slaughter house in a proper state, theie being a dangeious 
parasitic infection which slaughterhouse dogs- -alwavs fed more 01 less on 
offal — are apt to assist in spreading. It is to be noted that the dog is apt to 
harbour in its bowel a very small tapeworm (Lcma cclmiocouiis), and that ll the 
ova of this tapeworm, which are \oided in gieat numbers by the dog, be 
swallowed by man or by sheep, oxen, pigs, and certain other animals, they 
develope n* >twm into h)datids. The tapeworm in the bowel of the dog will 
have already developed from hydatid infected food — say some hydatid infected 
liver of a sheep, ox, or pig -such as the dog would be 1 ikd> to swallow fiom 
time to time along with slaughter-house offal. 'I he symptoms mdn ative of this 
tapeworm in the dog are generally quite trivial , only an expel t being able to say 
whether the animal is placing the part of host to this t.enia. Indeed, the effee ts 
produced by tapeworm, whether in the dot* or in man, are generally tuvial 
compared with the serious results of hydatid On the same subject Dr. T. 

Spencer Cobbold, K.R.S., writes 44 The tapeworms of the dog are not only 
numerous, but also particularly injurious, alike to their hearers and to mankind. 

By experimental research we have ascertained the sources ol most of the ta-nia. 

The serrated species . . . is common in sporting animals, owing to the c arelcss 
practice of allowing .... kennel masters to thiow the fresh viscera of the 
intermediate hosts to the dogs*’ (Parasites : a 'Treatise on the hnto/oa of Man 
and Animals. J. A A. Churchill, 187c;). 

The second paragraph has two objects. Joist, it seeks to reduce to the 
utmost the possibility of the contamination of the air of slaughterhouses in 
which human food is necessarih for some time exposed, by the emanations which 
result from the keeping of cattle m pounds, Ac., c nnnee ted with them. Such 
keeping of animals cannot well !c altogether prohibited, since the meat of 
animals which have had time to rest and c ool before being -langhtcrcd, is better 
than that of those which aic killed directly after having been driven. But they 
must be kept in pounds, Ac., and not in the portion of the slaughterhouse used 
for slaughtering. 

Secondly, the prohibition in paragraph 2 aims at preventing the keeping 
of pigs on the premises of slaughter-houses, owing to the risk of the parasitic 
infection of man On this point, Professor Lein kart writes m his work on 
“ The Parasites of Man" (translated by \V. K. I Io> le, Fdinburgh, Young J. 

Penland, 1S86) 44 Other animals furnish us with the hugest < ontingent of our 
parasitic, guests, but they transmit them in very different stages. 'The parasites 
which we derive from the animals used in food are adult forms, like the common 
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tapeworm and Trichina. We receive them, however, in a larval state, the tape- 
worm in the form of the bladder-worm, the Trichina in its encapsuled form among 
the muscles. JJoth these forms are most commonly derived from the pig,” 
p. 152. And again, “ f rom the pig we derive the Tania solium ” .... “The 
food of dogs and pigs should .... never c onsist (as in slaughter-houses and 
skinning sheds) of the remains of slaughtered .... animals,*’ pp. 156, 169. 

Indeed, strict compliance with the terms of Clause No 12 may be expected 
to go a long wa) towards restraining the multiplication of human parasites, and 
especially of the liana cchtiwcoccus in the locality to which the clause applies. 

Having regard to the liability of fowK to become tuberculous as the result 
of the ingestion of tubercle in discarded offal, refuse, \c and to the facts that 
tubercle prevails extensively in the bovine species and that Jowls are largely used 
as human food, it becomes an important question wluthci a further clause 
should not be adcLd to prohibit fowls from being kept in slaughter-houses. On 
the subject of tulnn le m fowls, see the lesult- ot the investigations b\ Hr. Klein 
and Mr. I.ingard in the Annual Reports of the Medical Officer of the Local 
( iovernment Hoard tor the years 1K85 and iSSr, 

It has sometimes been proposed to nisi it at this point a c laiise prohibiting the 
slaughter of diseased animals m any licensed slaughter house. Hut m Mew of the 
stringent provision of sec s. iio- 119* of 3S \ 39 \ i< t , c . 55, and those- of sec. 
131*0! 10 \* 1 1 \ ic t , c. 31, sue h a c laiise is unnecessary Under the first enact- 
ment it will rest with the keeper of the slaughter- house to prove that anv diseased 
or unsound meat found upon his premises was not deposited for the pui pose of 
preparation for sale, and intended for the food of man '1 h r pr^ iltv for an 
oftenc e under that enac tment is also nioie stringent than am that c mild be imposed 
by byelaw • indeed on conviction the <»< < tipu 1 ma\ be impMsomcl without the 
option ot a line 'The pcnaltv on c miv n lion muli r the lattei ena< tuu nt for having 
anv cattle’, carcase, 01 p.nt ot a can use untit lot food also < onsn ieiahh exceeds 
that permissible nuclei < latisr No 1 (> of this seaies ot h\e laws 

I n c et tain c ases the use ot .» slaiightei house* toi 1 1 u* slaiiuhui of diseased 
animals is u*t ogni/c'd as permissible umlei several piovisions of the* Contagious 
I tise.ises Animals \< t, 1K7N, and of the Animals ( irdc. r of nSSa. See e sj>et tally 
sea lions 27 (v land 32 (\\i.)of the Act of 1S7S: and also Chapter 2 — l’lcuro 
Hneuntonia (Regulation A - lot Slaiightei). Chapter } loot and Month 
Pisease ( Regulation A Foi Slaiightei i, and ( hapter 15 Slaujhte r houses, of 
the Order ot 0SS4.* 

13. Kvery occupier ot a slaughter-house shall cause* tlu* hide 
or skin, (at, and offal of every animal slaughtered on the 
premises to 1 h* remo\ e*d therefrom within twenty-four hours 
after the completion of the slaughtering of such animal. 

Non.- As to the facilities uMiallv experietu ed m securing the removal of 
the materials refeited to within the needed interval after slaughtering, see Note 
to clause No. 15, p. 191 See also as to this ( laiise, the extract from Dr. liallard’s 
Repent on F.ftluvuun Nuisances in connexion with slaughter-houses, at pp. 
174 -17b. 

14. Kvery occupier of a slaughter-house shall cause the means 
of water supply provided in or in connexion with such slaughter- 
house, to be kept, at all times, in proper order and efficient 
action, and shall provide for use on the premises a sufficient 

•These sections, Xc., are primed in c.\Umo in Appendix No. II., pp. 204, 216. and 219 to 221. 
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supply of water for the purpose of thoroughly washing and 
cleansing the lloor or pavement, every part of the internal 
surface of every wall of such slaughter-house, and every 
vessel or receptacle which may he used for the collection and 
removal from such slaughter-house of any hlood, manure, 
garbage, filth, or other refuse products of the slaughtering of any 
cattle or the dressing of any carcase on the premises. 

Noih.- The Prefatory Memorandum (see rule <>, and Note, p. 174) points 
to the netexsitv of seeing that premises proposed to he used as slaughtet houses 
are provided with adequate anangemenl.s for watet supply heloie the) aie 
licensed. This provision being made, the above ( lause lequues that it shall he 1 
so maintained as, at all times, to secure the efficient ( leansing of the piemises. 

With reference to the maintenance of t ho condition oi cleanliness. \c., see 
the extract from I)r. ISnllard’s Official Repot l on Kflluviutn Nuisances in con- 
nexion with slaughter-houses, at pp. 175, 176. 

15. Every occupier of a slaughter-house shall prov ide a Provision 
sufficient number of vessels or receptacles, properlv construc ted ! ,r ' l ' ssr,s 
of galv.mi/ed iron or other non-absorbent material, and furnished \<. 
with closelv -fitting covers, for the purpose of receiving and 
conveying from such slaughter-house all blood, manure*, garbage, 
filth, or other refuse products of the slaughtering of any cattle or 
the dressing T 5 f any carcase on the premise s. 

He* shall forthwith upon the* completion of the* slaughtering of p, 
any cattle or the dressing ol any carcase in such slaughter-house 
cause* such blood, manure*, garbage*, filth, e>r either refuse* 
products t< ) be: ce>Il<*ctc*el and deposited ill such vessels or 
receptacles, and shall cause* all the contents of suc h ve*sse*ls or 
receptacles to be removed from tile* premises at least once in 
every twenty-four hours. 

He shall cause every such vessel or receptacle to beriming 
thoroughly cleansed immediately after such vessel or receptacle "* u ss< ,s 
shall have been used for such collection and removal, and shall 
cause every such vessel or receptacle when not in actual use* to 
be kept thoroughly clean. 

Non:. —The* hlood, manure, \<., having been received into proper vessels, v 
&c., whi< h should always he constructed ot some non alisoihent material, the 
removal of the vessels from the premises at least onee in twenty four hours is 
required under the terms of sec 128* of 10 & 11 Vut., (. 34, so that it would 
not be permissible to make a byelaw requiring such removal once at least in every 
48 hours. As a rule, no difficulty is experienced in complying with this require- 
ment, such articles as blood, manure, gut, iVc., being in suffic ient demand for 
certain manufacturing purposes; but under any r ircumslanr es their retention m 
a slaughter-house where food for human consumption is often exposed, should not 
he entertained for a longer period than that specified, Control as to the hours 
during which the removal is to be effected, and as to the doings of persons 
carrying it out is often necessary, hut any byelaws as to this should he made under 
the provisions of section 44* of the Public Health Act, 1875. See as to this the 

* Those sections are printed in extinso in Appendix No. II., pp. 215 and 199. 
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senes of byelaws with respect to Nuisances, clauses No. 4 — 6 pp. 30- -32. The 
efficient cleansing of all vessels used in slaughter-houses should be strictly enforced 
as the result of frequent and systematic inspection. 

Clause as 16. Ever)’ person who shall offend against any of the fore- 
t« penal- going byelaws for the registering and inspection of slaughter- 
' c *‘ houses, for preventing cruelty therein, for keeping the same in a 
cleanly and proper state, for removing filth at least once in every 
twenty-four hours, and for requiring such slaughter-houses to be 
provided with a sufficient supply of water, shall be liable for 
every such offence to a penalty of five pounds , and in the case 
of a continuing nuisance to a penalty of ten shillings for every 
day during which such nuisance shall be continued after the 
conviction for the first offence : 

Provided, nevertheless, that the justice's or court before whom 
any complaint may be made or any proceedings may be taken 
in respect of any such offence may, if they think fit, adjucfge the 
payment as a penally of any sum less than the full amount of the 
penalty imposed by this byelaw. 

Non.. - It will bo obserwd that thi^ ( huso provides no penalty for the 
licensing clauses, since if the* applicant does not comply with the conditions, his 
penalty will be that lie gets no htenee. I lie sums mseited in ihi>< lause, namely, 
live pounds and ten \fnlltn au those named in section 12S* of 10 and 11 Viet., 
c. 34, and should thetefore not be altered \\ lure there are existing byelaws a 

R , repeal clause should be added in the form given on p. 23. 

to 1 puhlu-^ As regards proposals to make b\ claws toi the regulation of public slaughter- 

slnughtti houses, the subjoined extr.u t fmu».i< m ular letter of the 1 .o< al ( io\ eminent Hoard, 

houses. 25th July, 1SX2, will go to show that such bxelaws need, as a rule, only be few in 

number, and that they mu) readily be based on certain of the clauses as to 
slaughter-houses licensed under the Public Health Act, 1S75 : — 

“ By section i(>c> of tlu* 3S Ov 30 Viet., cap. 55, it is enacted 
that any Urban Authority may, if they think lit, provide 
slaughter-houses, and that the\ shall make byelaws with respect 
to the management and charges for the: use of any slaughter- 
houses so provided. 

“ The Board have been called upon to revise and confirm 
many series of byelaws for the regulation of public slaughter- 
houses ; but these slaughter-houses have, for the most part, 
been provided in pursuance of the powers conferred by Local 
Acts. The matters as to which byelaws are authorized by such 
Local Acts are generally described with some minuteness, and 
with reference to the requirements of the particular establishment 
to which each Act relates. 

M In the few instances in which application has been made to 
the Board for confirmation of byelaws with respect to public 


This section is printed in ex tense in Appendix No. II., p. 215. 



slaughter-houses provided under section 1O9 of the Public 
Health Act, 1875, they have found that local trade usages, the 
extent and plan of the premises, and the administrate e arrange- 
ments of the Sanitary Authority render it necessary to embody 
in each set of byelaws rules which are altogether special in their 
characteristics. The experience of the Hoard leads them to 
the conclusion that, to ensure good management. Sanitary 
Authorities may be advised to rely mainly ii]xm the structural 
fitness of the premises, the provision of needful appliances and 
conveniences, and the efficient discharge by their officers and 
servants of duties, having for their object the* maintenance of the 
premises in a cleanly and wholesome* condition. The control 
thus exercised by a Sanitary Authority, as owners of a public 
slaughter-house, may, if necessary, be supplemented by a few 
byelajvs such as may he readily framed upon the basis of some* 
of the clauses comprised in the Model Series relating to private 
slaughter-houses.” 
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APPENDIX II. 

Sections of the Public Health Act \ 1875 (38 £+ 30 JVrA, r. 55 \ and the 
Public Health ( Buildings in Streets^ Act , 1 888, relating to the appli- 
cation of Bye la iv s with respect to ( O Cleansing of Foot wars. Privies, 
&c (n; Xu i sauces, (r; Common Lodging-houses , (i>^ AV«v Streets and 
Buildings , and (k) Slaughter-houses . 

Prisi ir Hi M/m Act, 1875. 

Si:c. 4. In this Act, if not inconsistent with the context, the following 
words and expressions have the meanings hercin-after respectively 

assigned to them ; that is to sav - 

****** 

Surveyor ” includes any person appointed by a rural authority to 
perform any of the duties of surveyor under this Act . 

“ Lands" and “ Premises ” include messuages, buildings, lands, ease- 
ments and hereditaments of any tenure : 

“ Ownci ” means the person for the time being leceivingthc rack-rent 
of the lands or premises in connexion with which the word is used, 
whether on his own account or as agent or trustee for any other 
person, or who would so receive the same if such lands or premises 
were let at a rack-rent : • 

44 Rack-rent ” means rent which is not less than two-thirds of the full 
net annual value of the property out of which the lent arises ; and 
the full net annual value shall be taken to be the rent at which 
the property might reasonably be expected to let from year to 
year, fice from all usual tenant’s rates and taxes, and tithe com- 
mutation rent-charge "if any;, and deducting therefrom the probable 
average annual cost of the repairs, insurance, and other expenses 
(if any) necessary to maintain the same in a state to command 
such rent : 

44 Street ” includes any highway (not being a turnpike road), and any 
public bridge (not being a county bridge;, and any road, lane 
footway, square, court, alley, or passage whether a thoroughfare 
or not : 

44 House” includes schools, also factories and other buildings in which 
more than twenty persons arc employed at one time : 

14 Drain ” means any drain of and used for the drainage of one 
building only, or premises within the same curtilage, and made 
merely for the purpose of communicating therefrom with a cess, 
pool or other like receptacle for drainage, or with a sewer into 
which the drainage of two or more buildings or premises occu- 
pied by different persons is conveyed : 
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*7 Sewer ” includes severs and diains of every description, except 
drains to which the word “drain ” interpreted as aforesaid applies, 
and except drains vested in or under the control of any authority 
having the management of roads and not being a local authority 
under this Act : 


Power to SKC 23. Where any house within the district of a local authority is 
authority a drain sufficient for effectual drainage, the local authority shall 

to enforce by written notice require the owner or occupier of such house, within a 
undraintM^ reasonable time therein-specified, to make a covered drain or drains 
houses. emptying into any sewer which the local authority arc entitled to use, 
and which is not more than one hundred feet from the site of such house ; 
but if no such means of drainage arc within that distance, then emptying 
into such covered cesspool or other place not being under an)* house as 
the local authority direct ; and the local authority may require any 
such drain or drains to be of such materials and mzc, and to be laid at 
such level, and with such fall as on the report of their surveyor may 
appear to them to be necessary. 

If such notice is not complied with, the local authority may, after the 
expiration of the time specified in the notice, do the work required, and 
may recover in a summary manner the expenses incurred by them in so 
doing from the owner, or may by order declare the same to be private 
improvement expenses. • 

Provided that where, in the opinion of the local authority, greater 
expense would be incurred in causing the drains of two or more houses 
to empty into an existing sewer pursuant to this section, than in con- 
structing a new sewer and causing such drains to empty therein, the 
local authority may constiuct such new sewer, and require the owners or 
* occupiers of such houses to cause their drains to empty therein, and may 
> apportion, as they deem just, the expenses of the construction of such 
sewer among the owners of the several houses, and recover in a summary 
manner the sums apportioned from such owners, or may by order 
vdeclarc the same to be private improvement expenses. 


Power of Sec. 24. Where any house within the district of a local authority 
authority a clrain communicating with any sew er, w hich drain, though sufficient 
to .equire for the effectual drainage of the house, is not adapted to the general 
bedraine?! scwcra g c system of the district, or is, in the opinion of the local 
into new authority, otherwise objectionable, the local authority may, on condition 
sewers. (> f p rov j t ij n <r a drain or drains as effectual for the drainage of the house, 
and communicating with such other sewer as they think fit, close such 
first-mentioned drain, and may do any works necessary for that purpose, 
and the expenses of those works and of the construction of any drain 



or drains provided by them under this section, shall be deemed to be 
expenses properly incurred by them in the execution of this Act. 

/ Sf,C. 25. It shall not be lawful in any urban district newly to erect Penalty on 
/ any house or to rebuild any house which has been pulled down to or }^ c * nK 
below the ground floor, or to occupy any house so newly erected or without 
rebuilt, unless and until a covered drain or drains be constructed, of such [ j ){in 
size and materials, and at such le\el, and with such fall as on the report 1 strict, 
of the surveyor may appear to the urban authority to be necessary for 
the effectual drainage of such house ; and the drain or drains so to be 
constructed shall empty into any sewer which the urban authority arc 
entitled to use, and which is within one hundred feet of some part of the 
site of the house to be built or rebuilt , but if no such means of drainage 
arc within that distance, then shall empty into such covered cesspool or 
othci*placc, not being under any house, as the urban aulhoiity direct. 

Any person who causes any house to be erected or rebuilt, or any 
drain to be constructed in contruv cut ion of this section, shall be liable to 
a penalty not 


Privies Watfrclosits &<*. 


Sir 35 It shall not be lawful newly to erect any house, or to Penalty on 
rebuild any house pulled down to or below the ground floor, without a 
sufficient watercloset earthcloset or priva' and an ashpit furnished with without 
, proper doors and coverings. cmnmocla- 

I Any person who causes any house to be erected or rebuilt in con- tu>n. 
i travention of this enactment shall be liable to a penalty not exceeding 
\ twenty pounds. 


Sec. 36. If a house within the district of a local authority appears to power of 
such authority bv the report of their surveyor or inspector of nuisances 
to be without a sufficient vvatorclosct earthcloset or privy and an ashpit enforce 
furnished with proper doors and coverings, the local authority shall, by ] >f° p^vy* 
written notice, require the owner or occupier of the house, within a accommo* 
reasonable time therein specified, to provide a sufficient vvatcrclosct or 
earthcloset or privy, and an ashpit furnished as aforesaid, or cither of 
them, as the case may require. 

If such notice is not complied with, the local authority may, at the 
expiration of the time specified in the notice, do the work thereby 
required to be done, and may recover in a summary manner from the 
owmer the expenses incurred by them in so doing, or may by order 
declare the same to be private improvement expenses : Provided that 
where a watercloset earthcloset or privy has been and is used in common 
^ by the inmates of two or three houses, or if in the opinion of the local 
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authority a watercloset, earthclosct or privy may be so used, they need 
not require the same to be provided for each house. 

As to SEC. 3 7. Any enactment in force within the district of any local 

closets authority requiring the construction of a waterclosct shall be deemed to 
be satisfied by the construction, with the approval of the local authority, 
of an earthclosct. 

/ Any local authority may, as respects any house in which any earth- 
\ closet is in use with their approval, dispense with the supply of water 
required by any contract or enactment to be furnished to any water- 
( closet in such house, on such terms as may be agreed on between such 
i authority and the person providing or required to provide such supply of 
water. 

- Any local authority may themselves undertake or contract with any 

person to undertake a supply of dry earth or other deodorizing substance 
to any house within their district for the purpose of any earthclosA. 

In this Act the term “ carthclosct ” includes any place for the recep- 
tion and dcodorization of fa: cal matter constructed to the satisfaction of 
the local authority. 

Scavenging and Cleansing. — — 

Regulations as to Streets and Houses. 

Local SEC. 42. Every local authority may, and when required by order of 

u> l providc *hc Local Government lh>an| shall, themselves undertake or contract 
for cleans- for — 

streets and The removal of house refuse from premises ; 

refuse al ° f T he cleansing of earthclosct s privies ashpits and cesspools ; 

either for the whole or any part of their district : Moreover, every urban 
authority and any ruial authority invested by the Local Government 
Board with the requisite powers may, and when required by order of the 
said Board shall, themselves undertake or contract for the proper cleans- 
ing of streets, and may also themselves undertake or contract for the 
proper watering of streets for the whole or any part of their district. 

All matters collected by the local authority or contractor in pursuance 
of this section may be sold or otherwise disposed of, and any profits thus 
made by an urban authority shall be carried to the account of the fund 
or rate applicable by them for the general purposes of this Act ; and any 
profits thus made by a rural authority in respect of any contributory 
place shall be carried to the account of the fund or rate out of which 
expenses incurred under this section by that authority in such con- 
tributory place are defrayed. 

If any person removes or obstructs the local authority or contractor 
in removing any matters by this section authorized to be removed by the 
\ local authority, he shall for each offence be liable to a penalty not exceed* 



ing five pounds : Provided that the occupier of a house within the district 
shall not be liable to such penalty in respect of any such matters which 
are produced on his own premises and are intended to be removed for 
sale or for his own use, and are in the meantime kept so as not to be a 
nuisance. 

Sec. 43. If a local authority who have themselves undertaken or con- Tensity 
tractcd for the removal of house refuse from premises, or the cleansing of of i<^ CCt 
earthclosets privies ashpits and cesspools fail, without reasonable excuse, authority 
after notice in writing from the occupier of any house within their district rXsc.Tc. 
requiring them to remove any house refuse or to cleanse an)' earthcloset 
privy ashpit or cesspool belonging to such house or used by the occupiers 
thereof, to cause the same to be removed or cleansed, as the case may be, 
within seven days, the local authonty shall be liable to pay to the 
occupier of such house a penalty not exceeding five shillings for every day 
during which such default continues after the expiration of the said period. 

Sec. 44. Where the local authority do not themselves undertake or °* 
contract for — authority 

Thc # clcansing of footways and pavements adjoining any piemiscs ; 

The removal T>f house refuse from any premises ; imposing 

T hc cleansing of earthclosets privies ashpits and cesspools belonging casing 
to any premises ; &<•., on 

they may make byelaws imposing the duty of such cleansing or irmoval, ° ciupler ’ 
at such intervals as they think fit, on tlx^nccupier of any such premises. 

An urban authority may also make byelaw's for the prevention of 
nuisances arising from snow filth dust ashes and rubbish, and for thc 
prevention of the keeping of animals on any premises so as to be injurious 
to health. 

SEC. 47. Any person who in any urban district — I'c^ccto* 

(1.) Keeps any swine or pigstvc in any dwelling-house, or so as to be certain 

. . ' nuisance* 

a nuisance to any person ; or on prc . 

(2.) Suffers any waste or stagnant water to remain in any cellar or misc*. 
place within any dwelling-house for twenty-four hours after 
written notice to him from thc urban authority to remove the 
same ; or 

(3.) Allows the contents of any waterclosct privy or cesspool to over- 
flow or soak therefrom, 

shall for every such offence be liable to a penalty not exceeding forty 
shillings , and to a further penalty not exceeding Jive shillings for every 
day during which the offence is continued, and the urban authority 
shall abate or cause to be abated every such nuisance, and may recover 
in a summary manner the expenses incurred by them in so doing from 
the occupier of the premises on which thc nuisance exists. 
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Periodical Sec. so. Notice may be given by any urban authority (by public 
2ES? ^ announcement in the district or otherwise) for the periodical removal of 
from mew» manure or other refuse matter from mews, stables, or other premises ; and 
where any such notice has been given any person to whom the manure 
or other refuse matter belongs who fails so to remove the same, or permits 
a further accumulation, and does not continue such periodical removal at 
such intervals as the urban authority direct, shall be liable without further 
notice to a penalty not exceeding twenty shillings for each day during 
which such manure or other refuse matter is permitted to accumulate. 


Common Lodging-houses. 

Registers Every local authority shall keep a register in which shall be 

of common ' J J x , r . . . 

lodging- entered the names and residences of the keepers of all common lodging- 

bc U kcpt l ° houses within the district of such authority, and the situation of every 

such house, and the number of lodgers authorized under this Act by such 

authority to be received therein. 

A copy of any entry in such register, certified by the clerk of the local 
authority to be a true copy, shall be received in all courts and on all 
occasions as evidence, and shall be sufficient proof of the matter registered, 
without production of the register or of any document or th ing pn which 
the entry is founded ; and a certified copy of any Stfcl entry shall be 
supplied gratis by the clerk to any person applying at a reasonable time 
for the same. 


A,lco {** 77- A person shall not keeg a common lodging-house or receive a 
ing-houses lodger therein unless the house is registered in accordance with the 
to be provisions of this Act ; nor unless his name as the keeper thereof is 
ns to lie entered in the register kept under this Act : Provided that when the 
by regis^ P crson so registered dies, his widow or any member of his family may 
tered keep the house as a common lodging-house for not more than four weeks 

keepers. a ft C r hj s death without being registered as the keeper thereof. 


authority /$• A house shall not be registered as a common lodging-house 
mAy refuse until it has been inspected and approved for the purpose by some officer 
houses*^ *bc local authority ; and the local authority may refuse to register as 
the keeper of a common lodging-house a person who docs not produce to 
the local authority a certificate of character, in such form as the local 
authority direct, signed by three inhabitant householders of the parish 
respectively rated to the relief of the poor of the parish within which the 
lodging-house is situate for property of the yearly rateable value of six 
* pounds or upwards. 


Notice ofj 79. The keeper of every common lodging-house shall, if required in 
writin £ by the local authority so to do, affix and keep undefaced and 
fixed to \ legible a notice with the words “ Registered Common Lodging-house ” in 
* Wme conspicuous place on the outside of such house. 
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The keeper of any such house who, after requisition in w ntinq from 
the local authority, refuses or neglects to affix or renew such notice, shall 
be liable to a penalty not exceeding fire pounds, and to a further penalty 
of ten shillings for every day that such refusal or neglect continues after 
conviction. 

7 

8o. Every local authority shall from time to time make byelaws— 

(i.) For fixing and from time to time varying the number of lodgers 

who maybe received into a common lodging-house, and for authority, 
the separation of the sexes therein ; and 
(2.) Por promoting cleanliness and ventilation in such houses ; and 
(3.) For the giving of notices and the taking precautions in the case 
of any infectious disease ; and 
(4.) Generally for the well-ordering of such houses. 


, Where it appears to any local authoiit) that a common lodging- J 
house is without a proper supply of water for the use of the lodgei s, and ,u,thnni\ 
that such a supply can be furnished thereto at a reasonable late, the local ,0 
authority may by notice in writing require the owner or kccpei of such u.mVio 
house, within a time specified therein, to obtain such supply, and to do ,lollsCS ' 
all work*? neccT^m for that purpose ; and if the notice be not complied 
with accordingly, the local authority may remove such house from the 
register until it is complied with. 


82. The keeper of a common lodging-house shall, to the satisfaction I.imc- 
of the local authority, liinewash the watls and ceilings thereof in the 
first week of each of the months of April and October in ever}’ year, and 
shall if he fails to do so be liable to a penalty not exceeding forty 
shillings. 

83. The keeper of a common lodging-house in w hich beggars or J’oucr 10 
vagrants arc received to lodge shall from time to time, if required in ™J s r 
writing b> the local authority so to do, report to the local authority, or p , H K * ,s " f 
to such person as the local authority direct, e\ery person who resorted rm . mn{1 
to such house during the preceding day or night, and for that purpose ' n R ran,s ‘ 
schedules shall be furnished by the local authority to the person so 
ordered to report, which schedules he shall fill up with the information 
required, and transmit to the local authority. 

\ 

• 84. The keeper of a common lodging-house shall, when a person in 

such house is ill of fever or any infectious disease, give immediate notice noun- of 
thereof to the medical officer of health of the local authority, and also 
to the Poor Law relieving officer of the union or parish in which the 
common lodging-house is situated. 

7 85. The keeper of a common lodging-house, and every other person 10 . 

L . . 1 . b ** \ f. 1*1, 11 . > inspection, 

having or acting in the care or management thereof, shall, at all times 
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/ when required by any officer of the local authority, give him free access 
{ to such house or any part thereof ; and any such keeper or person who 
' refuses such access shall be liable to a penalty not exceedin g five pounds. 

by^kccpcrg j 86. Any keeper of a common lodging-house who — 
ofhouscs. j (i.) Receives any lodger in such house without the same being 
! registered under this Act ; or 

( 2 .) Fails to make a report, after he has been furnished by the local 
authority with schedules for the purpose in pursuance of this 
Act, of the persons resorting to such house ; or 
(3 ) Fails to give the notices required by this Act where any person 
has been confined to his bed in such house by fever or other 
infectious disease, 

1 shall be liable to a penalty not exceeding five pounds , and in the case of 
- a continuing offence to a further penalty not exceeding forty skillings 
for every day during which the offence continues. 

Evidence 87. In anv piocecdings under the provisions of this Act relating to 

os In faintly , , , r i r , r i 

in proceed- common lodging-houses, il the inmates of any house or part of a house 

ings* allege that they are members of the same family, thejyyxlen of proving 

such allegation shall lie on the persons making it. 


for >n ihir<l n ^'heie the ^ cc l )cr °f a common lodging-house is convicted of a 

offence to thiid offence against any of the provisions of this Act relating to common 
persons^ lodging-houses, the couit beft>rc whom the conviction for such third 
from keep- offence takes place may, if it thinks fit, adjudge that he shall not at any 
mon^bwip* time within five years after the conviction, or within such shorter period 
ing-house. after the conviction as the court thinks fit, keep a common lodging-house 
without the previous licence in writing of the local authority, which 
licence the local authority may withhold or grant on such terms and con- 
ditions as they think fit. 


Interpret^- 89. For the purposes of this Act the expression “ common lodging- 

‘‘°commoii house ” includes, in any case in which only part of a house is used as a 

lodging* common lodging-house, the part so used of such house, 
house. 


Nuisances. 

( 

authority > 94- the receipt of any information respecting the existence of a 

to serve nuisance the local authority shall, if satisfied of the existence of a 

notice Nuisance, serve a notice on the person bv whose act default or sufferance 

j t # # 

abatement the nuisance arises or continues, or, if such person cannot be found, on 
Mice. 1 *" fhe °' vncr or occupier of the premises on which the nuisance arises 

Requiring him to abate the same within a time to be specified in the 
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Notice, and to execute such works and do such things as may be necessary 
for that purpose : Provided — 

First. That where the nuisance arises from the want or defective 
construction of any structural convenience, or where there is 
no occupier of the premises, notice under this section shall be 
served on the ow r ner : 

Secondly. That where the person causing the nuisance cannot be 
found, and it is clear that the nuisance does not arise or 
continue by the act default or sufferance of the owner or 
occupier of the premises, the local authority may themsches 
abate the same without further order. 


95. If the person on whom a notice to abate a nuisance has been ()n ob- 
served makes default in complying with any of the requisit ions thereof 
within the time specified, or if the nuisance, although abated since the «*‘>»iplami 

. r 1 , . . r 1 1 t‘ , ,11 U- WMW 

service of the notice is, in the opinion of the local authority, likely to to , U sticr. 
recur on the same premises, the local authority shall cause a complaint 
relating to such nuisance to be made before a justice, and such justice 
shall thereupon issue a summons requiring the person on whom the 
notice w'as served to appear before a court of summary jurisdiction. 


Sec. 06. If the court is satisfied that the alleged nuisance exists, or that |lowor 

11 11 ....... . . , court of 

although abated it is likely to recur on the same premises, the court summary 

shall make an order on such person icquiiimr him to com pi v with all or > unM,u :t,on 

1 1 ,1 to m.ikc 

any of the requisitions of the notice, or otherwise to abate the nuisance ihuC 
within a time specified in the order, and to do any woiks ncccssaiy for ,n K w,,h 

1 r 1 • 1 nuisance. 

that purpose ; or an order prohibiting the recurrence of the nuisance and 
directing the execution of any woiks necessary to prevent the rceunence; 
or an order both requiring abatement and prohibiting the recurrence of 
the nuisance. 

The court may by their order impose a penalty not exceeding five 
pounds on the person on whom the order is made, and shall also give 
directions as to the payment of all costs incurred up to the time of the 
hearing or making the order feu* abatement or prohibition of the 
nuisance. 


Sec. 102. The local authority, or any of their officers, shall be 
admitted into any premises for the purposes of examining as to the local 
existence of any nuisance thereon, or of enforcing the provisions of any au,,,on, >- 
Act in force within the district requiring fireplaces and furnaces to con- 
sume their own smoke, at any time between the hours of nine in the 
forenoon and six in the afternoon, or in the case of a nuisance arising 
in respect of any business, then at any hour w hen such business is in 
progress or is usually carried on. 

Where under this Act a nuisance has been ascertained to exist, or an 
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order of abatement or prohibition has been made, the local authority or 
any of their officers shall be admitted from time to time into the premises 
between the hours aforesaid, until the nuisance is abated, or the works 
ordered to be done arc completed, as the case may be. 

Where an order of abatement or prohibition has not been complied 
with, or has been infringed, the local authority, or any of their officers, 
shall be admitted from time to time at all reasonable hours, or at all 
hours during which business is in progress or is usually carried on, into 
the premises where the nuisance exists, in order to abate the same. 

If admission to premises for any of the purposes of this section is 
refused, any justice on complaint thereof on oath by any officer of the 
local authority fmade after reasonable notice in writing of the intention 
to make the same has been t;i\en to the person having custody of the 
premises), may, by order under his hand, require the person having 
custody of the premises to admit the local authority, or their officer, 
into the piemises during the hours aforesaid, and if no person having 
custody of the premises can be found, the justice shall, on oath made 
before him of that fact, by order under his hand authorize the local 
authority or any of their officers to enter such premises during the hours 
aforesaid. 

Any order made by a justice for admission of th^Tocal authority or 
any of their officers on premises shall continue in force until the nuisance 
has been abated, or the work for which the entry was necessary has been 
done. 


UNsorxn Mi \t, &r. 


Power of 
medical 
officer of 
health to 
inspect 
meat, &c. 


Sr.i . i if». Any medical officer of health or inspector of nuisances may 
at all reasonable times inspect and examine any animal carcase meat 
poultry game flesh fish fruit vegetables corn bread Hour or milk exposed 
for sale, or deposited in any place for the purpose of sale, or of pre- 
paration for sale, and intended for the food of man, the proof that the 
same was not exposed or deposited for any such purpose, or was not 
intended for the food of man, resting with the party charged ; and if any 
such animal carcase meat poultry game flesh fish fruit vegetables corn 
bicad flour or milk appears to such medical officer or inspector to be 
diseased or unsound or unwholesome or unfit for the food of man, he 
may seize and earn* away the same himself or by an assistant, in order 
to have the same dealt with by a justice 


‘Power of 
mist ice to 
Wier 
destruction 
of unsound 
iri^at, &c. 


SFr. 1 1 7. If it appears to the justice that any animal carcase meat 
poultry game flesh fish fruit vegetables corn bread flour or milk so seized 
is diseased, or unsound, or unwholesome, or unfit for the food of man, he 
shall condemn the same, and order it to be destroyed or so disposed 0/ 
as to prevent it from being exposed for sale or used for the food of 
man ; and the person to whom the same belongs, or did belong at the 
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time of exposure for sale, or in whose possession or on whose premises 
the same was found, shall be liable to a penalty not exceeding twenty 
pounds for every animal carcase or fish or piece of meat flesh 01 fish, 
or any poultry or game, or for the parcel of fruit vegetables corn 
bread or flour or for the milk so condemned, or, at the discretion of the 
justice, without the infliction of a fine, to imprisonment for a term of not 
more than three months. 

The justice who, under this section, is empowered to convict the 
offender may’ be either the justice w ho may ha\e ordered the article to 
be disposed of or destroyed, or* any other justice having jurisdiction in 
the place. 

Six. i 1 8. Any person who in any manner pi events any medical officer lVnaltv lor 

of health or inspector of nuisances from entering am premises and * ,,n ‘k' r J n B 
. . 1 . * • 1 ollioerfrom 

inspecting any animal carcase meat poultry game flesh fish fruit inspu-imR 

vegetables corn bread flour or milk, exposed or deposited foi the mcal ’ 

purpose of sale, or of preparation for sale, and intended for the food of 

man, or who obstructs or impedes any such medical officer or inspector 

or his assistant, when carrying into execution the provisions of this Act, 

shall be liable to a penalty not exceeding five pounds 

Six. i 19. On complaint made on oath by a medical officer of health seimh 
or by an inspector o r nuisances, or other officer of a local authority, any 
justice may grant a warrant to any such officer to enter any building or by 

part of a building in which such officer has reason for believing that ,l Jl,sl,rt ' 
there is kept or concealed any animal caiease meat poultry game flesh 
fish fruit vegetables corn bread floui 01 milk which is intended for sale 
for the food of man, and is diseased unsound or unwholesome, or unfit 
for the food of man , and to search for seize and carry away any such 
animal or other article in order to have the same dealt with by a justice 
under the provisions of this Act. 

Any person who obstructs any such officer in the performance of his 
duty under such warrant shall, in addition to any other punishment to 
which he may be subject, be liable to a penalty not exceeding twenty 
pounds. 


iNlliCTIOU.s DlsI.AsLs ANJ> I lO.MiTALS. 

Six. 124. Where any suitable hospital or place for the reception of Removal 
the sick is provided within the district of a local authority, or within a ** 

convenient distance of such district, any person who is suffering from any without 
dangerous infectious disorder, and iA without proper lodging or accom- iodghig to 
modation, or lodged in a room occupied by more than one family, or is hospital by 
on board any ship or vessel, may, on a certificate signed by a legally justice, 
qualified medical practitioner, and with the consent of the superintend- 
ing body of such hospital or place, be removed, by order of any justice 
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to such hospital or place at the cost of the local authority ; and any person 
so suffering, who is lodged in any common lodging-house, may, with the 
like consent and on a like certificate, be so removed by order of the local 
authority. 

An order under this section may be addressed to such constable or 
officer of the local authority as the justice or local authority making the 
same may think expedient ; and any person who wilfully disobeys or 
obstructs the execution of such order ‘-hall be liable to a penalty not 
exceeding ten pounds. 


Byllaws As to Nian Builiunos. 

Sr.c. 157. 1 C very urban authority may make byelaw's with respect to 
the following matters ; (that is to say), 

(i.J With respect to the level width and construction of new streets, 
and the provisions for t lie sewerage thereof* 

( 2 .) With respect to the structure of walls foundations roofs and 
chimneys of new buildings for securing stability and the preven- 
tion of fires, and for purposes of health • 

( 3) With respect to the sufficiency of the spaccMtbout buildings to 
secure a free circulation of air, and w ith respect to the ventila- 
te >11 of buildings : 

(.4.) With icspcct to the drainage of buildings, to watercloscts carth- 
closets pri\ irs ashpits and cesspools in connexion w ith buildings 
and to the closing of buildings or parts of buildings unfit for 
human habitation, and to prohibition of their use for such 
habitation : 

And they may further pro\ ide for the observance of such byelaws by 
enacting therein such provisions as they think necessary as to the 
giving of notices, as to the deposit of plans and sections by persons 
intending to lay out streets, or to construct buildings, as to inspection 
by the urban authority, and as to the power of such authority' (subject 
to the provisions of this Act) to remove alter or pull down any work 
begun or done in contravention of such byelaws : Provided that no bye- 
law made under this section shall affect any' building erected in any 
place (which at the time of the passing of this Act is included in an 
urban sanitary* district) before the Local Government Acts came into 
force in such place, or any building erected in any place (which at the 
time of the passing of this Act is not included in an urban sanitary 
district) before such place becomes constituted or included in an urban 
district, or by* virtue of any order of the Local Government Board 
subject to this enactment. 

The provisions of this section shall not apply to 

buildings belonging to any* railway company* and used for the purposes 
of such railway under any Act of Parliament. 
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SEC. 1 58. Where a notice, plan, or description of any work is required As 10 
by any byelaw made by an urban authority to be laid before that men™ of 
Authority, the urban authority shall, within one month aftei the same 
'has been delivered or sent to their surveyor or clcik, signify in w riling of™ oiks 
their approval or disapproval of the intended work to the person pro- J on * 
posing to execute the same ; and if the work is commenced after such byelaws, 
notice of disapproval, or before the expiration of such month without 
such approval, and is in any respect not in confornutv with any byelaw 
of the urban authority, the urban authority max cause so much of the 
work as has been executed to be pulled down or removed. 

Where an urban authority incur expenses in or about the removal 
of any work executed contrary to any byelaw, such authority may 
recover in a summary manner the amount of such expenses cither fiom 
the person executing the works lemoved or from the person causing the 
works be executed, at their discretion. 

Where an urban authority may under this section pull down or 
remove any work begun or executed in contiavcntion of am lnclaw, 
or where the beginning or the execution of the work is an offence in 
respect whereof the offender is liable in respect of am byelaw t<> a 
penalty, the existence of the work during its continuance in such a form 
and state as to be to contravention of the In claw shall be deemed to be 
a continuing offence, but a penalty shall not be incurred in respect 
thereof after the expiration of one \ ear fiom the dav when the offence 
was committed 01 the byelaw was broken 

*vSk<\ 159 For the purposes of this Act the re-electing of a,l >' uVilmic*! 
building pulled clown to or below the gtouiul floor, or of any frame a n<" 
building of which only the framework is left down to the ground floor 
or the conversion into a dwelling-house of any building not originally 
constructed for human habitation, or the conversion into more than one 
dwelling-house of a building originally constructed as one dwelling- 
house only, shall be considered the erection of a new building. 

r 

SEC. 160. The provisions of the Towns Improvement Clauses Act, 

1847, with respect to the following matters ; that is to say, certain 

(1.) With respect to naming the streets and numbering the houses ; ofToT” 8 ! 
and Virt., c. 

(2.) With respect to improving the line of the streets and removing 34 ‘ 
obstructions ; and 

* (3.) With respect to ruinous or dangerous buildings ; and 

\ (4.) With respect to precautions during the construction and repair 

\ of the sew ers streets and houses, 

shall, for the purpose of regulating such matters in urban districts, be 
incorporated with this Act. 

\ Notices for alterations under the sixty-ninth, seventieth, and seventy- 
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first sections, directions under the seventy-third section, and orders under 
the seventy-fourth section of the said Towns Improvement Clauses Act, 
may, at the option of the urban authority, be served on owners instead 
of occupiers, or on owners as well as occupiers, and the cost of works 
done under any of these sections may, when notices have been so served 
on owners, be recovered from owners instead of occupiers ; and when 
such cost is recovered from occupiers so much thereof may be deducted 
from the rent of the premises where the work is done as is allowed in the 
case of private improvement rates under this Act 


St AUG I ITER- 1 1 OUSES. 

She*. 169. Any urban authority may, if they think fit, provide 
slaughter houses, and they shall make byelaws with respect to the 
management and charges for the use of any slaughter-houses so provided. 

For the purpose of enabling any urban authority to regulate slaughter- 
houses within their district the provisions of the Towns Improvement 
Clauses Act, 1847, with respect to slaughter-houses shall be incorporated 
with this Act.* 

Nothing in this section shall prejudice or affect any rights powers 
or privileges of any persons incorporated by any loc^ Act passed before 
the passing of the Public Health Act, 1 848, for the purpose of making and 
maintaining slaughtci -houses. 

Si:<*. 170. The owner or occupier of any slaughter-house licensed or 
ivgisteicd under this Act shall, within one month after the licensing or 
ivgistr.il ion of the premises, affix, and shall keep undcfaced and legible 
on some conspicious place on the premises, a notice with the words 
“ Licensed slaughter-house,” or “ Registered slaughter-house,” as the case 
may be. 

Any person who makes default in this respect, or who neglects or 
refuses to affix or renew such notice after requisition in writing from the 
urban authority, shall be liable to a penalty not exceeding five pounds 
for every such offence, and of ten shillings for every day during which 
such offence continues after conviction. 

As to Byelaws. 

Sec. 1S2. All byelaws made by the local authority under and for the 
purposes of this Act, shall be under their common seal ; and any such 
byelaw may be altered or repealed by a subsequent byelaw made pursuant 
to the provisions of this Act : Provided that no byelaw made under this 
Act by a local authority shall be of any effect if repugnant to the laws of 
England or to the provisions of this Act. 


These provisions will be found at page 214. 
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SEC. 183. Any local authority may, by any byelaws made by them 
under this Act, impose on offenders against the same such reasonable 
penalties as they think fit, not exceeding the sum of Jhe pottn <A for each 
offence, and in the case of a continuing offence a further penalty not 
exceeding forty shillings for each day after written notice of the offence 
from the local authority ; but all such byclaws imposing any penalty shall 
be so framed as to allow of the recover)* of any sum less than the full 
amount of the penalty. 

Nothing in the provisions of any Act incoipoiated herewith shall 
authorize the imposition or iccovcry under any In claws made in pursuance 
of such provisions of any greater penalty than the penalties in this 
section specified. 


Power to 
impose 
I tenuities 
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SEC^iSq Byelaws made by a local authority under this Act shall not (Wirnm* 
take effect unless and until they have been submitted to and confirmed J !yci n ws 
by the Local Government Boaid, which Boaid is hereby etnpoweied to 
allow r or disallow* the same as it may think proper, nor shall any such 
byelaws be confirmed — 

Unless notice of intention to apply foi confirmation of the same has 
been given in oifb or moicof the lot al new spapeis cii< ulated within 
the district to which such byelaws 1 elate, one month at least befoic 
the making of such application ; and 

Unless for one month at least before any such application a copy of the 
proposed byelaw's has been kept at th® office of the local authoiity, 
and has been open dining office hours the ic\it to the inspection of 
the tatepayers of the distnct to which such byelaws lelate, without 
fee or reward. 

The clerk of the local authority shall, on the application of any such 
ratepayer, furnish him with a copy of such proposed byelaws or any part 
thereof, on payment of sixpence for ever)* hundred words contained in 
such copy. 

A byelaw required to be confirmed by the Local Government Board 
shall not require confirmation allowance or appioval by any other 
authority. 


SEC. 185. All byelaw's made by a local authority under this Act, or it>tiaw*to 
for purposes of the same as or similar to those of this Act under any local 
Act, shall be piintcd and hung up in the office of such authority ; and a 
copy thereof shall be delivered to any ratepayer of the district to which 
such byelaw's relate, on his application for the same ; a copy of any bye- 
laws made by a rural authority shall also be transmitted to the overseers of 
every parish to which such byelaw s relate, to be deposited with the public 
documents of the parish, and to be open to the inspection of any ratc- 
r»arUh at all reasonable hours. 
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SEC. 186. A copy of any byclaws made under this Act by a local 
authority (not being the council of a borough), signed and certified by the 
clerk of such authority to be a true copy and to have been duly confirmed, 
shall be evidence until the contrary is proved in all legal proceedings of 
the due making confirmation and existence of such byelaws without 
further or other proof. 

Sec. 187. Byelaws made by the council of any borough under the 
provisions of section ninety of the Act of the sixth year of King William 
the Fourth, chapter seventy-six, for the; prevention and suppression of 
certain nuisances shall not be required to be sent to a Secretary of State, 
nor shall they be subject to the disallowance in that section mentioned ; 
but all the provisions of this Act relating to byelaws shall apply to the 
byelaws so made as if they were made under this Act. 

SEC. 1 88. The provision of this Act relating to byelaws sftall not 
apply to any regulations which a local authority is by this Act authorized 
to make ; nevertheless, any local authority may cause any regulations 
made by them under this Act to be published in such a manner as they 
see fit. 

• 

Officers or Lo< al Authorities. 

Si r. 189. Kvcry urban authority shall from time to time appoint fit 
and proper persons to be medical officer of health, surveyor, inspector of 
nuisances, clerk, and ticasurer- Provided that if any such authority is 
empowered by any other Act in force within their district to appoint any 
such officer, this enactment shall he deemed to be satisfied by the employ- 
ment under this Act of the officer so appointed, with such additional 
remuneration as they think fit, and no second appointment shall be made 
under this Act. F\ery urban authority shall also appoint or employ 
such assistant collectors and other officers and servants as may be 
necessary and proper for the efficient execution of this Act, and may 
make regulations with icspect to the duties and conduct of the officers 
and servants so appointed or employed. 

Subject, in the case of officers any portion of whose salary is paid out 
of moneys voted by Parliament, to the powers of the Local Government 
Board under this Act, the urban authority may pa)’ to the officers and 
servants so appointed or employed such reasonable salaries wages or 
allowances as the urban authority may think proper ; and, subject as 
aforesaid, every such officer and servant appointed under this Act shall 
be removable by the urban authority at their pleasure. 

• Prosecution of Offences and Recovery of Penalties, &c. 

I .Sec. 251. All offences under this Act, and all penalties forfeitures 
Icosts and expenses under this Act directed to be recovered in a summary 
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fanner, or the recovery of which is not otherwise provided for, may he oftnuns* 
prosecuted and recovered in manner directed by the Summary Jurisdic- J^ naU,c *> 
tion Acts before a court of summary jurisdiction. The court of summary 
jurisdiction, when hearing and determining an information or complaint 
under this Act, shall be constituted of two or more justices of the peace 
in petty sessions, sitting at a place appointed for holding petty sessions, 
or of some magistrate or officer for the time being empowered by law to 
do alone any act authorized to be done by more than one justice of the 
peace sitting at some court or other place appointed for the administri- 
tion of justice. 

'' • 

SIX'. 252. Any complaint or information made or laid in pursuance of tiencrnl 
jihis Act shall be made or laid within s/a months from the time when the a' ul suin- 
matter of such complaint or infot mation respectively aiose »»■•»» p»»>* 

The description of any offence under this Act in the words of this Act <utmKS ’ 
shall be sufficient in law. 

Any exception exemption proviso excuse* 01 qualification whether it 
docs or does not accompany the description of thcoffeiue in this Act, 
may be proved by the defendant, but need not be specified or negatived ■ 
in the information ; and, if so specified or negatived, no pi oof in ulation 
to the matters so specified oi negatived shall be rcqimed on tin* part of 
the informant. * 

Sl.<\ 253. Proceedings for the recovery of any penalty undei this Act Kostrie- 
shall not, except as in this Act is expressly piovided, be had or taken by JJ!*" ”!J. y 0 f # 
any person other than by a party aggriev ed, 01 by the local authority of penalties, 
the district in which the offence is committed, without the consent in 
writing of the Attorney -General * Provided that such consent shall not be 
required to proceedings which are by the provisions of this Ad relating 
to nuisances or offensive trades authoii/cd to be taki n by' a local 
authority' in respect of any act or default committed or taking place 
without their district, or in respect of any' house building manufactoiy or 
place situated without their district. 

Six'. 254. Where the application of a penalty' under this Act is not Allien- 
otherwise provided for, one-half thereof shall go to the informer, and the p“„ n |,j|f Si 
remainder to the local authority of the district in which the offence was 
committed : Provided that if the local authority are the informer they 
shall be entitled to the whole of the penalty recovered ; and all penalties 
or sums recovered by them on account of any' penalty shall be paid over 
to their treasurer, and shall by him be carried to the account of the fund 
applicable by such authority' to the general purposes oi this Act. 

SEC. 306. Any' person who wilfully obstructs any member of the Penalty on 
local authority, or any person duly employed in the execution of this 
Act, or who destroys, pulls down, injures or defaces any board on which of Act. 

p 2 
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any byelaw notice or other matter is inscribed, shall, if the same was put up 
by authority of the Local Government Board or of the local authority, 
be liable for every such offence to a penalty not exceeding Jive pounds. 

Where the occupier of any premises prevents the owner thereof from 
obeying or carrying into effect any provisions of this Act, any justice 
to whom application is made in this behalf shall, by order in writing, 
require such occupier to permit the execution of any works required to 
be executed, provided that the same appear to such justice to be neces- 
sary for the purpose of obeying or carrying into effect the provisions of 
this Act ; and if within tiventy-four hours. after the making of the order 
such occupier fails to comply therewith, he shall be liable to a penalty 
not exceeding five pounds for every day during the continuance of 
such non-compliance. 

If the occupier of any premises, when requested by or on behalf of 
the local authority to state the name of the owner of the premises 
occupied by him, refuses or wilfully omits to disclose or wilfully mis- 
states the same, he shall (unless he shows cause to the satisfaction of the 
court for his refusal) be liable to a penalty not exceeding five pounds. 


As to bye 
laws in- 
consistent 
with this 
Act. 


Mis* I'LLANKOUS. 

Six. 315. Any byclaw r made by any sanitary ^authority under the 
Sanitary Acts w r hich is inconsistent with any of the provisions of this 
Act shall so far as it is inconsistent therewith be deemed to be repealed. 


rated 

Acts. 


AS ctiTcf * 3 1 ^* In the construction of the provisions of any Act incorporated 

incorpo- ° with this Act the term “ the special Act ” includes this Act, and, in the 
case of the Lands Clauses Consolidation Acts, 1845, i860, and 1869, 
any order confirmed by Parliament and authorizing the purchase of 
lands otherwise than by agreement under this Act; the term “the 
limits of the special Act ” means the limits of the district ; and the urban 
or rural authority shall be deemed to be “ the promoters of the under- 
taking,” “ the commissioners,” or “ the undertakers;’ as the case may be. 

All penalties incurred under the provisions of any Act incorporated 
with this Act shall be recovered and applied in the same way as penal- 
ties incurred under this Act. 


Saving 

clause. 


Sec. 326. * * * * * 

And all byclaws duly made under any of the Sanitary Acts by this 
Act repealed and not inconsistent w ith any of the provisions of this 
Act, shall be deemed to be byelaw s under this Act. 


Public Health ( Buildings in Streets) Act \ 1888. 

Buildings not to in: brought forward. \ 

SEC. 3 of this Act is as follows : — “ Section 1 56 of the Public Health 
Act, 1875, is, save as hereinafter mentioned, hereby repealed, and in lieu 
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thereof it is hereby enacted that it shall not be lawful in any urban 
district, without the written consent of the ui ban authority, to erector 
bring forward any house or building in any street, or any part of such 
house or building, beyond the front main wall of the house or building on 
either side thereof in the same street, nor to build any addition to any 
house or building beyond the front main wall of the house or building on 
either side of the same. 

Any person offending against this enactment shall be liable to a 
penalty not exceeding forty shillings for every day during which the 
offence is continued after written notice in this behalf from the urban 
authority : 

Provided that the repeal by this act enacted shall not affect anything 
duly done or suffered, or any right or liability acquired, accrued, or 
incurred, or any security given under the section hereby repealed, or any 
penalty^ forfeiture, or punishment incurred in respect of any offence 
committed against such section, or any investigation, legal proceeding, 
or remedy in respect of an)' such right, liability, security, penalty, 
forfeiture, or punishment as aforesaid ; and any such investigation, legal 
proceeding, and remedy, may be carried on as if this Act had not been 
passed. 1 ’ 

An Act for the Regulation of Chimney Sweepers and Chimneys , 1840. 

3^4 IttAi <*■ 85. 

Sec. 6. And whereas it is expedient, for the better security from acci- 
dents by fire or otherwise, the improved construction of chimneys and 
flues provided by the said Act be continued , be it enacted that * * * 

every chimney or flue hereafter to be built or lebuilt in any wall, or of 
greater length than four feet out of the wall, not being a circular chimney ; 
or flue twelve inches in diameter, shall be in every section of the same 
not less than fourteen inches by nine inches ; * * * 

The Ton* ns Improvement Clauses Act , 1847. 

10 & 1 1 l r ict. t c 34. 

SEC. 74. The occupier (a.) of every house or building in, adjoining, 
or near to any street shall, within seven days next after service of an w*ter- 
order of the commissioners for that purpose, put up and keep in good 
condition a shoot or trough of the whole length of such house or t *|,J* s c cg 
building, and shall connect the same either with a similar shoot on the p r ^uiM- 
adjoining house, or with a pipe or trunk to be fixed to the front or side ,ngs * 
of such building from the roof to the ground, to carry the water from 
the roof thereof, in such manner that the water from such house, or any 
portico or projection therefrom, shall not fall upon the persons passing 
along the street, or flow over the footpath ; 

And in default of compliance with any such older within the period 

(a) Or owner, see 38 & 39 Vrct., c. 55, s. 160. 
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aforesaid, such occupier (b.) shall be liable to a penalty not exceeding 
forty shillings for every day that he shall so make default. 

Hoards to g 0> Every person intending to build or take down any Building 

during up within the Limits of the Special Act, or to cause the same to be so done, or 
Repairs. l0 a ] tcr or re p a j r the outward Part of any such Building, or to cause the 
same to be so done, where any street or footway will be obstructed or 
rendered inconvenient by means of such Work, shall before beginning the 
same cause sufficient Hoards or Fences to be put up, in order to separate 
the Building where such works are being carried on from the Street, with 
a convenient Platform and I landrail, if there be Room enough, to serve as 
a Footway for Passengers, outside of such Hoard or Fence, and shall con- 
tinue such Hoard or Fence with such Platform and Handrail as aforesaid, 
standing and in good Condition, to the satisfaction of the Commissioners, 
during such time as the Public Safety or Convenience requires, ami shall 
in all Cases in which it is necessary, in order to prevent Accidents, cause 
the same to be sufficiently lighted during the Night ; and every such 
Person who fails to put up such Pence or Hoard, or Platform with such 
Handrail as aforesaid, or to continue the same respectively standing and 
in good Condition as aforesaid during the time aforesaid, or who docs not, 
while the said Hoard or Pence is standing, keep the same sufficiently 
lighted in the Night, or docs not remove the same, when directed by the 
Commissioners, within a reasonable time afterwards, shall for every such 
offence, be liable to a Penalty not exceeding five pounds , and a further 
Penalty not exceeding forty Shillings for every Day while such Default 
is continued. 

And with respect to Slaughter-houses , be it enacted as follows : 

Commis* Sec. 125. The Commissioners may licence such Slaughter-houses and 
fnaylicence Knackers Yards as they from Time to Time think proper for slaughter- 
slaughter* ing Cattle within the Limits of the Special Act. 

houses, &c. 

No new Sec. 126. No Place shall be used or occupied as a Slaughter-house or 
house^in 1 * Knacker’s Yard within the said Limits which was not in such Use and 
(Greeted ^ ccu P at,on a * Time of the passing of the Special Act, and has so 
without * continued e\er since, unless and until a Licence for the Erection thereof, 
Licence, or for the Use and Occupation thereof as a Slaughter-house or Knacker’s 
Yard have been obtained from the Commissioners, and every person who, 
without having first obtained such Licence as aforesaid, uses as a 
Slaughter-house or Knacker’s Yard any Place within the said Limits not 
used as such at the passing of the Special Act, and so continued to be 
used ever since, shall for each Offence be liable to a Penalty not exceed- 
ing^foc pounds , and a like Penalty for every Day after the Conviction 
of such Offence upon which the said Offence is continued. 


(A) Sec 38 & 39 Viet., c. 55, s, 160, as to the recover)' of these costs from the owner. 
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SEC 127. Every Place within the Limits of the Special Act, which Existing 
shall be used as a Slaughter-house or Knacker’s Yard shall, within Three houscs.&c. 
Months after the passing of such Act, be registered by the Owner or to rcgfe* 
Occupier thereof at the Office of the Commissioners, and on Application* 10 ^* 
to the Commissioners for that Purpose the Commissioners shall cause 
every such Slaughter-house or Knacker’s Yard to be registered in a Book 
to be kept by them for that Purpose: and every Person who after the 
Expiration of the said Three Months, and after One Week’s Notice of 
this Provision from the Commissioners, uses or suffers to be used any 
such Place as a Slaughter-house or Knacker’s Yard, without its being so 
registered, shall be liable to a Penalty not exceeding Jive pounds for 
such offence, and a penalty not exceeding ten shillings for every Day 
after the First Day during which such Place shall be used as a Slaughter- 
house or Knacker’s Yard without having been so registered. 

SKC. 12S. The Commissioners shall from Time to Time, by Byelaws to t’ommis- 
b"c made and confirmed in the Manner heroin-after provided, make may make 
Regulations for the licensing, registering, and Inspection of the said 
Slaughter-houses and Knacker’s Yards, and preventing Cruelty therein, lation of 
and for Keeping the .same in a cleanly and piopcr state, and for removing 
Filth at least once in every Twenty-four Hours, and icquiring them to be 
provided with a sufficient Supply of W ater, and they may impose 
pecuniary Penalties on Persons breaking such Bydaws ; provided that no 
such Penalty exceed for any One Offence the Sum of five pounds and 
in the Case of a continuing Nuisance the sum of ten shillings for every 
Day during which such Nuisance shall be continued after the Conviction 
for the First Offence. 


SEC. 129. The Justices before whom any Person is convicted of killing 
or dressing any Cattle contrary to the Provisions of this or the Special 
Act, or of the Non-observance of any of the Byelaws or Regulations made 
by virtue of this or the Special Act, in addition to the Penalty imposed 
on such Person under the Authority of this or the Special Act, may 
suspend for any Period not exceeding Two Months the Licence granted 
to such Person under this or the Special Act, or, in case such Person be 
the Owner or Proprietor of any registered Slaughter-house or Knacker’s 
Yard, may forbid for any Period not exceeding Two Months the 
Slaughtering of Cattle therein, and such Justices, upon the Conviction 
of any Person for a second or other subsequent like Offence, may, in 
addition to the Penalty imposed under the Authority of this or the 
"Special Act declare the Licence granted under this or the Special 


Justices 
may 
susj>cn<1 
l.irence of 
Slaughter- 
houses, &c. 
in addition 
to 1’enalty 
imposed. 


lAct revoked, or, if such Person be the Owner or Proprietor of any 
registered Slaughter-house, may forbid absolutely the Slaughtering 
ok Cattle therein ; and whenever the Licence of any such Person is 
evoked as aforesaid, or whenever the slaughtering of Cattle in any 
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registered Slaughtci -house or Knacker’s Yard is absolutely forbidden as 
aforesaid, the Commissioners may refuse to grant any Licence whatever 
to the Person whose Licence has been so revoked, or on account of whose 
^Default the slaughtering of Cattle in any registered Slaughter-house has 
been forbidden. 


\ >Cna h\ y r° r 1 3°- Kvcry Person who during the Period for which any such 

ing* battle Licence is suspended, or after the same is revoked as aforesaid, slaughters 
Suspension * n ^ 1C Slaugthcr-housc or Knacker’s Yard to which such Licence 

of Licence, relates, or otherwise uses such Slaughter-house or Knacker’s Yard, or 
allows the same to be used as a Slaughter-house or Knacker’s Yard, and 
every Person who during the Period that the slaughtering of Cattle in any 
such registered Slaughtering-house or Knacker’s Yard is forbidden as 
aforesaid, or after such slaughtering has been absolutely forbidden 
therein, slaughters any Cattle in any such registered Slaughter-house, 
shall be liable to a Penalty not exceeding five pounds for such Offence, 
and a further Penalty of five pounds for every Day on which any such 
Offence is committed after the Conviction for the First Offence. 

ma^enter i 3 i . The Inspector of Nuisances, the Officer of HcaltK, or any 

ancf inspect °^ u:r Officer appointed by the Commissioners for that Purpose, may at 
houses icasonable 1 imes, w ith or without Assistants, enter into and inspect 
any Pudding or Place whatsoever within the said Limits kept or used 
for the Sale of Putcher’s Meat, or for slaughtering Cattle, and examine 
whether any Cattle, or the Carcase of any such Cattle, is deposited there, 
and in case such Officer shall find any Cattle, or the Carcase or Part of 
the Carcase of any Beast, which appears unfit for the Food of Man, he 
may sci/e and carry the same before a Justice, and such Justice shall 
forthwith ordei the same to be further inspected and examined by com- 
petent Poisons ; and in case, upon such Inspection and Examination, 
such Cattle, Caicase or Part of a Carcase, be found to be unfit for the 
Pood of Man, such Justice shall older the same to be immediately 
destroyed or otherwise disposed of in such Way as to prevent the same 
being exposed for Sale or used for the Pood of Man ; and such Justice 
may adjudge the Person to whom such Cattle, Carcase, or Part of a 
Carcase belongs, or in whose Custody the same is found, to pay a Penalty 
not exceeding Ten Pounds for every such Animal or Carcase or Part of 
a Carcase so found ; and the Owner or Occupier of any Building or 
Place kept or used for the Sale of Butchers’ Meat, or for slaughtering 
Cattle, and every other Person, who obstructs or hinders such Inspector 
or other Officer from entering into and inspecting the same, and examin- 
ing, seizing, or carrying away any such Animal or Carcase or Part of a 
Carcase so appearing to be unfit for the Food of Man, shall be liable to 
a Penalty not exceeding Five Pounds for each Offence. 
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The Towns Police Clauses Act, 1847 . 

10 <$* 1 1 Viet. c. 89 . 

SEC. 28. Every person who in any street, to the obstruction, annoy- 
ance, or danger of the residents or passengers, commits any of the follow- 
ing offences, shall be liable to a penalty not exceeding forty shillings for 
eijch offence, or in the discretion of the justice before \\ hom he is convicted, 
mty be committed to prison, there to remain for a period not exceeding 
fourteen days ; and any constable or other officer appointed by virtue of 
this or the Special Act shall take into custody, w ithout warrant, and 
forthwith convey before a justice any person who within his view commits 
any such offence ; (that is to say,) 

* * * * * 

Every person who slaughters or dresses any cattle, or any part 
thereof except in the case of any cattle overdriven which may have met 
with *ny accident, and which for the public safety or other reasonable 
cause ought to be killed on the spot : 

* * * * * 

Every person who throw’s or lays down any stones, coals, slate, shells, 
lime, bricks, timber, iron, or other materials (except building materials so 
enclosed*as to prevent mischief to passengers) : 

* * * * * * 

Every person who throw’s from the roof or any part of any house or 
other building any slate, brick, wood, rubbish, or other thing, except snow 
thrown so as not to fall on any passenger. 

* * * • * # 

Every person w r ho throws or lays any dirt, litter, or ashes, or night- 
soil, or any carrion, fish, offal, or rubbish, on any street, or causes any 
offensive matter to run from any manufactory, biewery, slaughter-house, 
butcher’s shop, or dunghill into any street • Provided always, that it shall 
not be deemed an offence to lay sand or other materials in any street in 
time of frost, to prevent accidents, or litter or other suitable materials to 
prevent the freezing of water in pipes, or in case of sickness to prevent 
noise, if the party laying any such things causes them to be removed as 
toon as the occasion for them ceases : 


The Highway Act, 1835, 

5 & 6 Wm. 1 V. } c. 50. v 

SEC. 72. If any person shall wilfully ride upon any footpath or 
causeway by the side of any road made or set apart for the use or 
accommodation of foot passengers ; 

Or shall wilfully lead or drive any horse, ass, sheep, mule, swine, or 
cattle, or carriage of any description, or any truck or sledge upon any 
such footpath or causeway ; 


Pennlt) on 
persons 
commit- 
ting any 
of tin* 
offences 
herein - 
named. 
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Or shall tether any horse, ass, mule, swine, or cattle on any highway, 
so as to suffer or permit the tethered animal to be thereon ; 

Or shall cause any injury or damage to be done to the said highway, 
or the hedges, posts, rails, walls, or fences thereof ; 

Or shall wilfully obstruct the passage of any footway ; 

Or wilfully destroy or injure the surface of any highway ; 

Or shall wilfully or wantonly pull up, cut down, remove, or damage 
the posts, blocks, or stones fixed by the said surveyor as herein directed ; 

Or dig or cut down the banks which arc the securities and defence of 
the said highways ; 

Or break, damage, or throw down the stones, bricks, or wood fixed 
upon the parapets or battlements of bridges, or otherwise injure or 
deface the same ; 

Or pull down, destroy, obliterate, or deface any milestone or post, 
graduated or direction post or stone, erected upon any highway ; # 

Or shall play at football or any other game on any part of the said 
highways, to the annoyance of any passenger or passengers ; 

Or if any hawker, higgler, gipsy, or other person travelling shall 
pitch any tent, booth, stall or stand, or encamp upon any part of any 
highway ; • 

Or if any person shall make or assist in making any fire, or shall 
wantonly fire off any gun or pistol, or shall set fire to or wantonly let off 
or throw any squib, rocket, serpent, or other firework whatsoever, within 
fifty feet of the centre of such carriageway or cartway ; 

Or bait, or run for the purpose of baiting, any bull upon or near any 
highway ; 

Or shall lay any timber, stone, hay, straw, dung, manure, lime, soil, 
ashes, rubbish, or other matter or thing whatsoever upon such highway, 
to the injury of such highway, or to the injury, interruption, or personal 
danger of any person travelling thereon ; 

Or shall suffer any filth, dirt, lime, or other offensive matter or thing 
whatsoever to run or flow* into or upon any highway from any house, 
building, erection, lands, or premises adjacent thereto ; 

Or shall in any way wilfully obstruct the free passage of any such 
highw r ay ; 

Every person so offending in any of the cases aforesaid shall for 
each and every such offence forfeit and pay any sum not exceeding 
forty shillings , over and above the damages occasioned thereby. 

SEC. 73. If any timber, stone, hay, straw, dung, manure, lime, soil, 
ashes, rubbish, or other matter or thing whatsoever shall be laid upon 
any highway so as to be a nuisance, and shall not, after notice given by 
the surveyor, assistant surveyor, or district surveyor, be forthwith re- 
moved, it shall and may be law ful for the surveyor, assistant surveyor, 
or district surveyor, by order in writing from any one justice, to clear 
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the said highway by removing the said stone, hay, straw, dung, manure, 
soil, ashes, rubbish, or other matter or thing as aforesaid, and to dispose 
of the same, and to apply the proceeds arising therefrom towards the 
repairs of the highway within the parish in which such highway may be 
situate ; provided, nevertheless, that if any soil, ashes, or rubbish shall be 
laid on any highway, and such soil, ashes, or rubbish shall not be of 
sufficient value to defray the expense of removing them, the person who 
laid or deposited such soil, ashes, or rubbish, shall repay to the said 
surveyor, assistant surveyor^ or district surveyor, the money which he 
shall have necessarily expended for the removal thereof, which money, 
in case the same shall not be forthwith repaid, shall be levied as 
forfeitures are herein directed to be levied. 


T 1 IE ANIMALS ORDER OF 1886. 

( 3446 *) 

PART II.— DISEASE. 

» 

Chapter 2. — Plkuro-Pnkumonia. 

• * -* * * * 

• \ 

Movement into or out of Pleuro-Pncumonia Infected Place . 

15. No cattle shall be moved into or out of a Pleuro-Pncumonia 
Infected Place otherwise than in accordance with the provisions of this 
Article (that is to say) : 

* * * * * 

II. — Movement out. ^ 

* * * * * 

(r.) Cattle not affected with plcuro-pncumonia may be moved out of a 
Pleuro-Pncumonia Infected Place in accordance with the following 
Regulations (that is to say) : 

(Regulation A. — For Slaughter.) 

(i.) The cattle may be moved out of a Pleuro-Pncumonia Infected 
Place to a specified slaughter-house for the purpose of being there forth*- 
with slaughtered. * 

(ii.) For the movement to the specified slaughter-house as aforesaid 
there must be a Pleuro-Pncumonia Movement Licence of the Local 
Authority (Form C) granted on such a certificate of a Veterinary 
Inspector as is described in that Movement Licence. j 

(iii.) If the movement to the specified slaughter-house is wholly ih 
the District of the same Local Authority, the cattle so moved shall tfc 
moved to the specified slaughter-house under the direction and in charge 
of an Inspector or other officer of the Local Authority ; and he shrill 
enforce and superintend the immediate slaughter there of the cattle, ^nd 
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shall forthwith report to the Local Authority the fact of the slaughter 
there. 

(iv.) If the movement to the specified slaughter-house is to be into 
the District of another Local Authority, there must also be a Movement 
Licence of that other Local Authority indorsed on or referring to the 
first-mentioned Licence ; which second Licence must be granted before 
the cattle arc moved into the District of that other Local Authority. 

(v.) The cattle so moved into the District of that other Local 
Authority shall be moved to the specified slaughter-house under the 
direction and in charge of an Inspector brother officer of the Local 
Authority out of whose District they are moved ; and he shall enforce 
and superintend the immediate slaughter there of the cattle, and shall 
forthwith report to both the Local Authorities the fact of the slaughter 
there. 


Chapter 3. — Foot-and-mouth Disease. 


Movement into or out of Foot-and-Mouth Disease Infected Place . 

30. No animal shall be moved into or out of a Foot-and-Mouth 
Disease Infected Place otherw ise than in accordance with the provisions 
of this Article (that is to say) : 

/ * * * * * 

r 

Movement out. 

(c.) Animals not affected with foot-and-mouth disease may be moved 
out of a Foot-and-Mouth Disease Infected Place in accordance w r ith the 
following Regulations ^that is to say) : 

(Regulation A. — For Slaughter.) 

(i.) The animals may be moved out of a Foot-and-Mouth Disease 
Infected Place to a specified slaughter-house for the purpose of being 
there forthwith slaughtered. 

(ii.) For the movement to the specified slaughter-house as aforesaid 
there must be a Foot-and-Mouth Disease Movement Licence of the Local 
Authority (Form U) granted on such a certificate of a Veterinary 
Inspector as is described in that Movement Licence. 

(iii.) If the movement to the specified slaughter-house is wholly in the 
District of the same Local Authority, the animals so moved shall be 
moved to the specified slaughter-house under the direction and in charge 
of an Inspector or other officer of the Local Authority ; and he shall 
enforce and superintend the immediate slaughter there of the animals, and 
shall forthwith report to the Local Authority the fact of the slaughter 
there. 
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/ (iv.) If the movement to the specified slaughter-house is to be into the 
District of another Local Authority, there must also be a Movement 
Licence of that other Local Authority indorsed on or referring to the first 
1 mentioned L icence ; which second Licence must be granted before the 
animals are moved into the District of that other Local Authority. 

(v.) The animals so moved into the District of that other Local 
Authority shall be moved to the specified slaughter-house under the 
direction and in charge of an Inspector or other officer of the Local 
Authority out of whose District they arc moved: and he shall enforce 
and superintend the immediate* slaughter there of the animals, and shall 
forthwith report to both the Local Authorities the fact of the slaughter 
there. 


• Chapter 15.— Slaughter-Houses. 

Declaration of Infected Place by Privy Council only. 

97. Notwithstanding anything in the Act of 1878, or any Order 
of Council, a slaughter-house in which an animal affected with disease or 
the carcase of a diseased animal is found, shall not, by reason thereof, be 
declared to be an InTected Place, except by the Privy Council. 

Keeping of Swine in Slaughter - 1 louses. 

SEC. 91. It shall not be lawful for anjp person, in any case in which 
the slaughter of any animal is authorized or required by or under the 
Acts of 1 S7S to 1 886, or any Order of Council, to use for such slaughter 
any slaughter-house in which swine are kept. 

Merchant Shipping ( Fishing Boats) Act , 1883. 

46 & 47 l r ict. t c. 41. 

SEC. 48. The sanitary authority within whose district any seaport town SuumcrPs 
is situate may, with the sanction of the President of the Board of Trade, 
from time to time make, revoke, alter, and amend byelaws and regulations 
relating to seamen’s lodging-houses in such town, which shall be binding 
upon all persons and bodies keeping houses in which seamen arc lodged 
and the owners thereof and persons employed therein. Such byelaws and 
regulations shall amongst other things provide for the licensing of seamen’s 
lodging-houses, the inspection of the same, the sanitary conditions of the 
same, the publication of the fact of a house being licensed, the due 
execution of the byelaws and regulations, and the non-obstruction of 
persons engaged in securing such execution, the preventing of persons 
not duly licensed holding themselves out as keeping or purporting to 
keep licensed houses, and the exclusion from licensed houses of persons 
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of improper character, and sufficient penalties for the breach of such bye- 
laws and regulations not exceeding in any case the sum of fifty pounds. 
All offences under such byclaws and regulations shall be deemed to be 
offences within the Merchant Shipping Acts, 1854 to 1883, and be punish- 
able accordingly. Such byelaws and regulations shall come into force 
from a date therein named, and shall be published in the London Gazette , 
and one newspaper at the least circulating in such town, to be designated 
by the President of the Board of Trade. 

If the sanitary authority do not within a time to be from time 
to time named by the President of the Board of Trade make, revoke, alter, 
or amend byelaws and regulations, the President of the Board of Trade 
may do so. 

The “sanitary authority ” means in England the local authority under 
the Public Health Act, 1875, and in the metropolis as defined by 
the Metropolis Management Act, 1855, the Metropolitan Board of Works, 
and in Scotland the local authority under the Public Health (Scotland) 
Act, 1867, and in Ireland the sanitary authority under the Public Health 
(Ireland) Act, 1878. 

Whenever Her Majesty by Order in Council, to be published in the 
London Gazette, shall think fit to order that in any seaport town or any 
part thereof none but persons duly licensed under byelaws and regula- 
tions to be made under this section shall keep seamen’s lodging-houses 
or let lodgings to seamen from a date therein named, any person actingin 
contravention of such order shall be guilty of an offence, and shall forfeit 
a sum not exceeding one hundred pounds. Such offence shall be deemed 
to be an offence within the Merchant Shipping Acts, 1854 to 1883, and 
be punishable accordingly. 

I Icr Majesty may, by Order in Council, to be published in like manner, 
from time to time revoke, alter, or amend any such order as aforesaid. 

A sanitary authority may defray all expenses incurred by it in the 
execution of this section out of any funds at its disposal as the sanitary 
authority of the seaport town, and penalties recovered under the byelaws 
and regulations or this section shall be added to such funds. 

Any byelaws heretofore made for any seaport town under section nine 
of the Merchant Seamen (Payment of Wages and Rating) Act, 1880, 
shall continue in force until byelaws and regulations made for such town 
\ under this section come into force. 


Public Health {Confirmation of Byelaws) Act , 1884. 

47 Viet, c, 12. 

Short title Sec. i. This Act may be cited as the Public Health (Confirmation of 
ttru<Son. Byelaws) Act, 1884, and shall be construed as one with the Public 
Health Act, 1875. 
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SEC. 2. In this Act, if not inconsistent with the context, the following 1>d,nl * 

• ^ til ||)S 

expressions have the meanings hcrcin-after respectively assigned to them : 

(that is to sayj 

“ Incorporated enactments M means section one hundred and twenty- 
eight of the Towns Improvement Clauses Act, 1847, (*) 
sections sixty-eight and sixty-nine of the Town Police Clauses 
Act, 1847, ( 2 ) and section forty-two of the Markets and Fairs 
Clauses Act, 1847, (*>') which Acts are hercin-after referred to 
as the incorporated Acts: 

“ Confirming authority" means, as regards byelaws, rules, and rcgula 
tions con filmed prior to the nineteenth day of August one 
thousand eight hundred and seventy-one, or made under ail)* 
of the incorporated enactments by reason of the incorporation 
thereof with any Local Act and confirmed prior to the tenth 
day of August one thousand eight hundred and seventy-two, 
one of Her Majesty’s Principal Secretaries of State ; and as 
regards other byelaws, rules, and legulations, the Local 
Government Hoard. 

SEC. 3. Every byelaw made or to be made under any of the incor- C'unfnmn- 
porated enact ment^by reason of the incorporation thereof with the Public uJh.iws. 
Health Act, 1848, the Local Government Act, 1S5S, or the Public Health 
Act, 1875, or any Local Act, or any Pro\ isional Older or any Act con- 
firming such Provisional Order, and every rule and legulation made or to 
be made by an urban authoritv under section forty-eight of the Tram-"^ 
ways Act, 1870, shall be deemed to have required or to require the con- 
firmation of the confirming author ity, and not to have required, or to 
require any other confirmation, allowance, or approval. 

Se<\ 4. This Act shall not invalidate the confirmation, allowance, or 
approval of any byelaw, rule, or regulation confirmed, allowed, or 
approved prior to the passing of this Act, nor shall this Act apply to 
any byelaw made or to be made under any of the incorporated enact- 
ments by reason of the incorporation thereof with any Local Act, if such 
byelaw has or will come into force without any confirmation, allowance, 
or approval, or if by the express provisions of the Local Act and without 
reference to the provisions with respect to confirmation, allowance, or 
approval of byelaws in any of the incorporated Acts, such byelaw is 
required to be confirmed, allowed, or approved otherwise than by the 
confirming authority. 


(*) 10 & 11 Viet., c. 34, s. 128. Byelaws ns to Slaughter-houses. 

(*) 10 & 11 Viet., c. 89, ss. 68, 69. Ji) claws as to Hackney Carriages an<l Public Bathing. 
( 5 ) 10 & II Viet., c. 14, s. 4 2 . Byelaws as to Markets. 
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APPENDIX III. 

METROPOLITAN BOARD OF WORKS. 

Tin. SLAUGHTKK-norsKs, &(., (Metropolis) Act, 1874, 
37 & 38 VlCT., <\ 67. 


Conditions on \ which the Hoard will consider as to giving sanction 
to the establishing ane 7 o of the business of a slaughterer of cattle. 

1. — Any person who shall make application to the Board for sanction 

to establish anew the Business of a Slaughterer of Cattle within the 
jurisdiction of the Metropolitan Board of Works, shall furnish with such 
application a plan of the premises and sections of the building in wjiich 
it is proposed to carry on such business, drawn to a scale of a quarter of 
an inch to the foot, and showing the provision made, or proposed to be 
made, for the drainage, lighting, ventilation, and water supply of the 
same ; and shall also furnish a key plan of the locality, showing the 
buildings and streets within 100 yards of the premises, drawn to a scale 
of five feet to the mile , 

2. — The premises shall be provided with an adequate place for the 
accommodation or poundage of the cattle about to be slaughtered, with 
an entrance-way for the cattle otherwise than through the slaughter- 

■diOUse ; and such place shall be separated from the slaughter-house by a 
brick partition with a door, and shall be well drained and ventilated. 

3. — A slaughter-house and its poundage to be established anew shall 
be situate not less than twenty feet from any inhabited building, and 
shall not have any entrance opening directly on a public highway. 

4. — A slaughter-house and its poundage shall have an entrance apart 
from and independent of any shop or dwelling-house, and shall be 
properly lighted by lantern, sky, or side-lights. 

5. — The floor of such premises shall not be below the level of the 
outside road or footway. 

6 . — Such premises shall be provided with all the necessary and most 
approved apparatus and tackle for the slaughtering of cattle, and shall in 
all respects be in accordance with the several Byelaws made by the Board 
regulating the conduct of the business of a slaughterer of cattle, and the 
structure of the premises in which such business is carried on. 

*** In the event of the Board approving the situation and plans for a 
slaughter-house proposed to be established anew, a conditional consent 
will be given on the applicant giving an undertaking, binding himself and 
his successors to abide by the conditions imposed by the Board, but the 
formal consent under the Statute will not be given until the premises are 
completed in accordance with the above conditions and to the satisfaction 
of the Board. 
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Ablution, personal, in common lodging-houses, 52. 

Abolition of privies favoured, 20. 

Access to drains, means of, should he provided, 137. 

Adams (app.) r. Bromley Local Board (resp.), 117. 

Addition to a building, is it a “ new building/* 1 62. 

Advertisement of byelaws, 1 1 . 

Advertisements as to byelaws, 8. 

Agriculture, exemption of buildings erected under the Don id of, 69. 
Agricultural buildings, exemption of, 70 ; filth, 33. 

Air, need for purity of, 33. 

Airing of bedding in common lodging-houses, 55. 

Air-pipe to prevent unsealing of trap, 139. 

Alterations in model clauses, 8 ; to a building, do they constitute a “new 
building,” 162. 

Animals, keeping of, 25 — 29 ; keeping of, jn slaughter-houses, 189 ; in slaughter- 
houses, water supply for, 186. 

Animals Order, 1884 , 190. 

Animals Order, 1886 , foot-and-mouth disease, 220 ; keeping swine in 
slaughter-houses, 221 ; pleuro pneumonia, 219; slaughter-houses, 221. 

Annotations in byelaws, 7. 

Anthony v* The Brecon Markets Company, 178, 182, 184. 

Approval of byelaws, 6 ; of plans, commencement of work before, 163. 
Application for byelaws, 6. 

Arrangements in slaughter-houses, 175. 

Arch chimneys to be supported by iron bars, 1 1 1. 

Architects, views of Royal Institute of British, 1. 

Assembly, place of, a public building, 67. 

Ashpits, cleansing of, 22 ; in common lodging-houses, 54 ; their proximity to 
water supply, 153; their proximity to buildings, 153 ; size of, 194 ; construc- 
tion of, 154; to be wholly above ground, 154; not to communicate with 
drains, 155 ; capacity of, 154 ; to be roofed over, 154 ; to be placed so as to 
afford facilities for scavenging, 154. 

Asylums, county or borough lunatic, exemption of, 68. 

Automatic flushing trough closets, 142. 

Aviaries, exemption of, 69. 
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Back streets, minimum \vi<!th for, 73. -hearths, timber under, 112: -to-hack 
houses, 1 16 

Baker r Mayor, &c., of Portsmouth, 72. 

Balconies not rontrolled by the byelaws. 82. 

Ballard, Dr., F.R.S., on slaughter-houses, 181 : on effluvium nuisances, 186. 
Ball -room, a public building. 66. 

Barns, exemption of, 70. 

Base <>f wall, interpretation of, 66. 

Bearing and support of hrcssuininers. 107 
Blashilt (app.) v. Chambers (resp ). 67 
Blood in slaughter-houses, 1 9 1 

Board of Agriculture, buildings exempted under, 6y . of 'Trade and seamen’s 
lodgings, 60. 

Bond m brick walls, 78. 

Bonding ties in hollow walls, 79. # 

Bond-timber m party walls, prohibition of, 106 
Borrowed lights not icgaidcd as windows, 127 
Borough lunatic asylums, exemption of. 68 

Bowes ?>. Law, 08 

Breweries, 67. • 

Bressummers, bearing and support, of, 107 m • 

Brickfields, regulations as to building on excavated, 77. 

Brickwork, bonding of. 78. about 1 himne> flues to be rendered outside m 
... < erta in cases, 109: about certain thimno flues to be of extra thickness, 

109 ; of < himney flues at < ertam angles to be of extra thickness, 1 10. 

Bridewells, exemption of, 68. 

Brighton Local Board v. Stenning, 183. 

Burdon-Sanderson, Professor, F.R.S., on removal of filth from Inundation of 
new buildings, 76. 

Burton (app.) r. Acton (resp. ), 142. 

Building, decisions as to what is a new, 67 . of the warehouse class, interpre- 
tation of, 67 ; sites adjoining two streets meeting at an acute angle, open 
space about. 1 19 . notice to be given of completion of new, 166. 

Buildings, memorandum of the Local Government Board as to byelaw’s with 
respect to new streets and, 63 ; byelaws with respect to new' streets and, 66 ; 
belonging to Her Majesty or employed for Her Majesty's service, exemption 
of, 68 ; exempted. 08 ; open space about, ventilation of, 114 ; proximity of 
privies to, 148 ; proximity of ashpits to, 1 53 ; proximity of cesspools to, 155 ; 
unfit for human habitation, 156 ; unfit for human habitation, forms of notice 
as to, 158, 159, belonging to any river, canal, dock or harbour, exemption, 
of, 68. 

Burgess v. Peacock, 158. 

Byelaws, of douhtful validity. 1 . as to sewerage of new streets, 3 ; not to be 
repugnant to law, 4 ; to be definite, 4 ; suspension of, 4 ; embodying vague 
conditions, 4 ; of uncertain character, 4 ; open to legal objection, 4 ; to be 
reasonable, 4 ; invalid, 5 ; limits as to powers in. 5 : cannot vary statutory 
provisions, 5 ; and statutory enactments, 5 ; to be printed, 6 ; to be hung up, 





Byelaws cont tuned. 

6 ; under local Acts, 6 , offences against, 6 ; t opics to be made, 6 ; open to 
inspection, 6 ; application for, 6 ; to be approved by Local Government 
Board, 6 ; to be submitted to Local Government Board, 6 ; true copies of, 

7 ; defacing of, 7 ; inconsistent with Public Health Act, 1^75, 7 ; revision 
of, 7 ; confirmation of, 7, 8 ; advertisements as to, 8 ; not to be repug- 
nant to laws, 10 ; to be submitted to Local Government Board, 1 1 ; to be 
confirmed by Local Government Board, 11 ; to be advertised, 11 ; copies 
of, ii, 12; inspection of, 12 ; draft forms for, 12; defacing of, 12; to 
be sealed, 13 ; inspection of, 13; as to cleansing of privies, Ac., 15, 19; 
as to removal of house refuse, 15, 19 ; repeal of, 23, 37, 60 ; as to snow, 
Ac., 25, 27, 29, 30; as t±> nuisances, 25, 21); as to filth Ac., 35, 27, 31 ; 
as to animals, 25, 27, 35, 36; as to common lodging-houses, 39; memo- 
randum of the Local Government Board with respect to new streets and 
buildings, 63 ; with respect to new streets and buildings, 66 ; as to slaughter- 
houses, 169; as to public slaughterhouses, 192. 


Canals, and filth deposits, 33. 

Canal buildings, exemption of, 68. 

Capacity of ashpits, 154, 194 
Cargoes of filth, 33. 

Carriage-way m new street, construction of surface of, 74 ; in new streets, 
width for, 74. 

Carriage traffic, streets not intended for, *73 ; streets intended for, 72. 
Cart-houses, exemption of, 70 

Cases cited — Burton Acton, 142; Anthony ?•. Brecon Markets Company, 
178, 182, 184; ox parte W hitchurch, 53; ex parte Saunders, 53, Rc^j^ 
Llewellyn, 52 ; Coles 7 ' Ribbons, 45 ; Langdon 7 K Broadbcnt, 45 ; Haninan 
r. Adkins 183 ; Brighton Local Board v. Stcnning, 183; Taylor L>son, 
182; Regina 7' Brown, 76, Rudland 7 \ Mayor, Ac, of Sunderland, 75; 
Waite 7 \ Garston Loral Board, 73 ; Maude and otheis v. Baildon Local 
Board, 72; Robinson r. Barton, Let les, Ac., Loc al Board, 72; Mayor of 
Sunderland 7 \ Brown, 72 ; Baker v. Mayor, Ac., of Portsmouth, 72 ; Hall 7 ’. 
Smallpiece, 68 ; Stevens r. Gourley, 68 ; Richardson v . Brown, 68 ; Hibbert 
7' Acton Local Board, 68; fielding r. Rhyl Improvement Commissioners, 
68; Blashill r. Chambers, 67; Hobbs v. Dance, 68; Bowes v. Law, 68 ; 
Guardians of Chertsey Union as R.S.A. 7A Marreco, 14 1 ; 1 ucker r. Rees, 

1 1 7, 162 ; Adams 7* Bromley Local Board, 1 1 7 ; Jones v. Parry, 1 1 7 ; 
Hattersley and others 7 \ Burr, 163; James v. Wyrill, 162; Tucker 7 >. Rees, 

162 ; Shiel v. Mayor of Sunderland, 162 ; Gooding v. Pealing Local Board, 
161 ; Hall 7\ Nixon, 163; Burgess v. Peacock, 158; Clark 7 >. Bloomfield, 

163 ; Cumber 7 ’ Bournemouth improvement Commissioners, 163, cv parte 
Crosby, 164, Cooper 7\ Wandsworth Distiict Board, 168, 169; Regina 

West Cowes Local Board, 169 , Hopkins 7>. Smethwick Local Boaul, 
169 ; Masters v. Pontypool Local Board, 168 ; Clark v. Bloomfield, 168 ; 
Hopkins 7;. Smethwick Local Board, 168 ; Horsell v. Swindon Local 
Board, 166. 

Cattle on premises, 35. 

Causes of disease, 20. 

Cavity-walls, 79. 

Cellars, drainage of. 139. 


Q 
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Certain open spaces in partitions, &c., to be stopped, 108. 

Certificate may be given by officer of sanitary authority before a dwelling- 
house can be let or occupied, 166. 

Cesspools, their proximity to buildings, 155 ; not to communicate with drains, 
156; ventilation of, 156; to be water-tight, 156; their proximity to water 
supply, 155; their position to be such as will afford proper facilities for 
scavenging, 155; air of must be excluded from drains, 132; cleansing 
of, 22 ; construction of, 156. 

Chapel, a public building, 66. 

Charcoal as deodorant, 22. 

Chases in walls, 106 ; explanation of term, 106. 

Chimney flues, proximity of timber to, 112 ; jambs in certain cases to be tied 
in with iron bars, 109 , openings, timber under, 112 ; breasts, timber in, 112; 
openings, face of certain brickwork about, to be rendered, 112 ; flues, metal 
holdfasts mai, 112; flues cairied on arches to be supported with iron bars, 
r 1 1 ; flues, openings for \ emulators into, 112 ; jambs, width of, no; flues, 
thickness of brickwork about, 1 10 ; backs, thickness of, 110 ; flues at cerftiin 
angle to have extra thick briekwoik, t ro ; breasts may be omitted in shops, 
108; bteasts to lune propel foundations, to be bonded into walls, 108; 
flues to be pargeted inside, 1 oS ; flues, si/e of, 108; flues to be rendered 
outside in c crtain < ases, iotj , flues may be lined with stoneware piping, 108 ; 
opening, suppoit of chimney breast abmc, 100 , flues from close ranges, &c., 
to be of extia thick briekwoik, ioc> , hi casts on corbels, 10S. • 

• « 

Chimneys, 10S; maximum height alien e roof. 111 ; miniiftum height above 
loof, 111 . in exposed loe alities, height above roof for, 111 ; of new buildings, 
byelaws with respect to the structure ot walls, foundations, roofs, and, 75. 

fihimney Sweepers Act, 1840 (see. 6), 10S, 213. 

Church, a public building, 60 • 

Circulation of air, tiansveise sheets desirable for promotion of, 73. 

Circular Letter to rural authorities, 10 , of Local (ioveinment Board, 1. 

Clark 7 >. Bloomfield, 163, 16S 

Cleanliness 111 slnughtei houses, iSS 

Cleansing of pnwes, 15, it> . Of footways, \c , 15, 19 ; of fixed receptacles, 
21 ; of movable receptacles, 21 , ul cesspools, 22 ; of ashpits, 22. 

Closets, sue of, 194 

Closing of buildings unlit for human habitation, 156. 

Cobbold, Dr. Spencer, on Ento/oa, 1S9 

Cooking apparatus, biiekwork of chimney flues to be of extra thickness, 109. 

College, a public building, 66 

Coles v. Fibbens, 45. 

Commencement of new street or building, notice to be given of, 164 ; of 
work before approval of plans, 1 03. 

Committees, access to slaughter-houses, 186. 

Common Lodging Houses, seamen, &o. f 60; definition of, 41, 42; byelaws 
as to, 39 ; registration of, 43 ; preliminary inspection of, 43 ; wholesomeness 
of, 43; cubic capacity in, 44, 48 ; legal definition of, 45; registration of, 
45 ; inspection of, 45 ; fixing number of lodgers in, 46 ; legal decision as 
to, 45 ; metropolitan police, 48 ; separation of sexes in, 50 ; married couples 
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Common Lodging Houses — continued. 

in, 50 ; “ Lancet ” on, 51 ; cleansing of rooms, 51 ; cleansing of yards, 51 ; 
cleansing of windows, 51 \ cleansing of bedding, 51 ; personal ablution in, 
52 ; removal of filth from, 52 ; closets in, 53 ; ashpits in, 54 ; abatement of 
nuisances in, 53 ; ventilation of, 55 ; aning of bedding in, 55 ; kitchens in, 
57 ; infectious diseases in, 56 ; joint occupancy of beds in, 58 ; re occupation 
of beds, 58 ; furnishing of, 5S ; notices and placards in, 59 ; penalties as to, 
59 ; repeal of byelaws as to, 60. 

Concert-room, a public building, 66. 

Concrete, advantages of covering sites with a layer of, 76 ; blocks in substitution 
of wood bricks in party walls, 1 06. 

Conduct of officers, regulations as to, 7. 

Confirmation of byelaws, 7, 8, it. 

Construction of ashpits, 154; of cesspools, 156; of new streets, 72 ; of 
slaughter-houses, 175. 

Contagious Diseases (Animals) Act, 1878, igo. 

“ Container” in waterdoset apparatus prohibited, 143. 

Contraventions of byelaws to be amended, 165. 

Cooper Wandsworth District Board, 168, 160. 

Copies of deposit plans, 163 , of byelaws, 6, 11, 12. 

Corbelled out chimney breasts, 108. 

Corner sites, ope^ space about re-erected buildings on, 122. 

# • 

Corrugated iron buildings, exemption of certain, 70. 

Cottager’s allotments, 36. 

County lunatic asylums, exemption of, 68. 

Covering materials for roofs, 113. 

Cross-walls, materials and construction of, 82 , thi< kness of chimney-backs in, 
no; when so deemed, 86, internal paititions not regarded as, 98 ; thick- 
ness for, 98. 

Crown, law officer’s opinion, 4. 

Cruelty in shughter-houses, prevention of, 186, 1X7 

Cubic capacity in common lodging-houses, 44, 48. 

Culs-de-sac, 75. 

Cumber r. Bournemouth Improvement Commissioners, 163 . 

11 D traps” in waterdoset apparatus prohibited, 143. 

Damp sites for new buildings ; dangers to health from, 76. 

Damp course in walls, alternative positions for, 84. 

Dampness of subsoil of site of building, 128. 

Dangers to health from damp sites for new buildings, 76 ; of supplying w.c’s. 
from cisterns for general domestic use, 143. 

Decisions as to pig nuisances, 35. 

Defacing of byelaws, 7, 12. 

Definition of common lodging-house, 41, 42 ; of common lodging-house, legal 
decision, 45. 

Deodorant, charcoal as, 22. 



Depots for filth, 33. 

Deposit plans may be required to be in duplicate and drawn in ink on tracing 
cloth, 161 ; plans of intended new building, 161 ; plans of intended new 
streets, 160; plans, copies of, 163. 

Disconnecting-chamber between drains and sewer, 132 ; diagram of a suit- 
able, 133. 

Diseased animals in slaughter-houses, 190. 

Distance of smoke-pipes from timber, 113 : across open space in front of new 
buildings, 114; across open spare in front of re-erected buildings, 114: 
across open space at rear of buildings, 1 1 6. 

Distilleries, 67. 

District, interpretation of, 67. 

Dock buildings, exemption of, 68. 

Dogs, and tapeworms, 1.89 in slaughter-houses, iSS, 1S9. 

Domestic building, interpietation of, ( 7 ; open space in front of new, 114; 
open space at the rear of new, 1 1 ' . * 

Down-spouts for rain-water ftom roofs of buildings. 130. should be discon- 
net ted irom drains, 140 

Dr. Ballard, F.R.S., on slaughterhouses, 174. 

Dr. Barry and Mi. I*, (iordon Smith on back-to-back house construction, 116. 

Dr. J. Hunter on housing <>l the poor, 51 « 

Draft forms loi lnelaws, 1 2 ' « 

Drain, mtei prctntion of, 67 

Drains, materials for, 130, si/e for, 130, to ha\c proper fall, 130; to have 

— -r, watcitiglit joints, 130: to be laid on bed of con< icte. 13c , not to pass 
beneath building t v ept w here*unavoidable, 130, beneath building to be 
specially ventilated, 131 . to be trapped ftom sewer or cesspool, 131 ; of 
small diameter, advantage s of, 131 ; to be special]) arianged when passing 
beneath building, 131 ; inlets to be propet h trapped, 131 ; of cast-iron, 
131 , must not receive an from public sewers or from cesspools, 132 ; right- 
angled junctions prohibited, 133. \uuilatum of, 134. to have at least two 
openings for \entdation. 1 ^4 , minimum si/t for Mutilating openings in, 
135, soil-pipe of we. ma\ be used lor \entilating, 135; ventilation — 
explanation of regulations as to, 136 means of access should be provided 
to, 137 ; prohibition of inkts to. within buildings, 138; ventilation of, cases 
where the ventilating shafts ma\ be dispensed with, 13S ; ventilation where 
w.c. accommodation is wholly outside house, 138 ; rain-water pipes should 
be disconnected from, 140; to have no communication from privies, 153; 
to have no communication from ashpits, 155: to have no communication 
from cesspools, 156 , notice to be gi\en before covering up any, 164. 

Drainage of site of building, 128 ; Ot buildings, 128; of lowest storey of 
building, 130 ; of cellar-,, 139 : of slaughter-houses, 173 : in slaughter-houses, 
maintenance of, 188 : of stables &c„ 36. 

Dry Earth, description of. 21 ; influence of, 21. 

Duration of slaughter-house license, 182. 

Duties of officers, regulations as to, 7. 

Dwelling-house, interpretation of, 67 ; not to be let or o or. pied until certified 
as fit for habitation, 1 66. 

Dwellings, filth deposits, near, 34. 
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Earthclosets, cleansing of, 21 ; in common lodging-houses, 54; and privies 
are permissible under statute, 141 ; and waterclosets to have special means 
of ventilation, 142 ; and waterclosets to be so placed as to have an external 
, wall, 142 ; and waterclosets to have external windows, 142 : to have 
receptacles for dry earth, 145 ; to have apparatus for application of dry earth 
to excreta, 145 ; with fixed receptacles, 145 ; receptacle not to be sunk below 
ground, 146 ; inside buildings should ha\e movable receptacles, 146 ; size of 
receptacle when fixed, 146; materials for receptacle when fixed. 146; 
maximum size for movable receptacles in, 146 . with fixed receptacles max 
be prohibited from being constructed inside buildings, 146 with moxable 
receptacles, 14S. 

Eaves guttering to roofs, 1 

Ends of joists and beams in party walls, 106 

English bond in brickwork, 79. 

Entrances to new streets, 75. 

Erection of slaughter-house, licence for, 179 

EbXCavated sites, regulations as to building on, 77 

Excrement, daily amount of, 194. 

Exclusion of ground-air from buildings, 76. 

Exempted buildings, 68. 

Exhibition room, a public building, 67 
Ex*parte Crosby, 164 

Explanation (Tf regulations as to diainVcntilation, 136. 

External wall, interpretation ot, 96 ; walls m certain cases to have parapets, 
101 . walls, thickness of chimney backs in, 110; walls, woodwork in, 100; 
openings in. 99 ; and party walls, recesses in, 105 ; and party walls of public 
buildings and buildings of the waielu^pse class, tine k nesses for, 93 ; amrfktHr 
walls of domestic buildings, thicknesses for, 87. 

Factories, 67. 

Farm Buildings and cattle, 36. 

Farmers and their refuse, 32. 

Fat in slaughter-houses, 190. 

Fielding v. Rhyl Improvement Commissioners, 68. 

Filth, b) claws as i<>, 25. 29 . lemoxal, regulations for, 30, 31 ; cargoes, 33 ; for 
agricultural purposes, 34 , re< eptacles to be covered, 36 ; in common-lodging 
houses, 52 , to be removed from foundations of new buildings, 75. 

Fire-places, thickness of bri< kwork at back of, 1 10. 

Fixed receptacles, cleansing of, 21. 

Fixing number of lodgers in common lodging-houses, 46. 

Flemish bond in brickwork. 79. 

Flintwork walls to have a jiroportion or brickwork in piers and horizontal 
courses, 99 ; xvalls, thickness for, 99. 

Flooding, regulations as to building on sites liable to, 77. 

Floor of ashpits to be above ground level, 154. 

Floors and hearths, no authority for byelaws as to, 112; of privies, their 
material and level, 150. 

Flushing apparatus to be provided to water< losets, 143. 
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Footings to walls, 83 ; to chimney breasts, 108. 

Footways, removal of snow from, 29 ; in new streets, construction and width - 
of, 74. 

Forms of notice as to buildings unfit for human habitation, 158, 159. „ 

Foundation of a building, notice to be given before covering up any, if $ 

Foundations to chimney breasts, 108 ; filth to be removed from, 76 ; of walls, 

84 ; roofs and chimneys of new buildings, byelaws with respect to the 
structure of walls, 75. 

Fowls and tubercles, 190. 

Gaols, exemption of, 68. 

Garden ground and refuse removal, 19. 

Gardeners and their refuse, 32, 

General Board of Health, circular as to common lodging-houses, 42. 

Gooding v. Ealing Local Board, 161. 

Ground-air, exclusion of, from buildings, 76. # 

Guardians of Chertsey Union as rural sanitary authority (app.) v . Marreco 
(rcsp.), 141. 

Gulleys, waste-pipes not to discharge directly over, 139, 140. 

Guttering to roofs to be of incombustible material, 1 13. 

Habitable rooms, height of, 127 ; rooms without fire-places, ventilation of, 127 ; 
rooms to be provided with proper windows, 127. 

Half-timber work, construction of walls of, 79 ; walls, thickness for, 99 ; 
■■^regulations as to the construction of, 81. 

Hall v, Smallpiece, 68 . * 

Hall (app.) v . Nixon (rcsp.), 163. 

Hand-flushing of w.c.’s prohibited, 143. 

Hanman v . Adkins, 183. 

Harbour buildings, exemption of, 68. 

Hattersley and others (app.) v . Burr (resp.), 163. 

Headers in brickwork, 79. 

Hearths, no authority for byelaws as to, 1 1 2. 

Heap 7'. Burnley Rural Authority, 35. 

Height for habitable rooms, 4, 127 ; of storeys, mode of measurement of, 86; 
of walls, mode of measurement of, 86 ; of footings to walls, 83 : of chimneys 
above roof, 111. 

Herschell, Sir Farrer, as to height of rooms, 127. 

Hibbert v. Acton Local Board, 68. 

Highway Act, 1835 (sec. 72), 217 ; (sec. 73), 218. 

Hobbs v. Dance, 68. 

Hollow walls, 79 ; construction and thickness of, 79. 

Hoop-iron as a substitute for bond-timber in party walls, 106. 

Hopkins v. Smethwick Local Board, 168, 169. 

Horsell r. Swindon Local Board, 166. 
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Hospitals for infectious diseases, exemption of temporary, 70 ; a public 
building, 66. 

Hotels, chimney flues from kitchens to have brickwork of extra thickness, 109. 
House refuse, removal of, 20. 

Houses of correction, exemption of, 68. 

Hoyle, W. E., on human Parasites, 189. 

Hunter, Dr. Julian, 51, 58. 

Infectious disease in common lodging-houses, 56 ; infectious hospitals, exemp- 
tion of temporary, 70. • 

Injury to health from keeping animals, 25, 27. 

Inlets to drains to be properly trapped, 131 ; to drains within building, pro- 
hibition of, 138. 

Inspection of byelaws, 12, 13; of common lodging-house, 45; surveyor to 
have access to work for purposes of, 166. 

Internal walls, thickness of chimney backs in, 110. 

Interpretation of terms, 66. 

Interpretation Act, 1889 (sec. 31), 67. 

Invalid byelaws, 5. 

Improvement of Land Act, 1864, exemption of buildings under, 69 
Iron buildings, exemption of certain, 71. • 

James, Sir Henry, as to height of rooms, 127. 

James (app.) v. Wyrill (resp.), 162. 

Joint occupation of rooms in common* lodging-houses, 50 ; use of beds in 
common lodging-houses, 58. 

Joists, ends of, in party walls, 106 ; how to be supported when party walls are 
only nine inches thick, 107. 

Jones v. Parry, 117 . 

Junctions of drains at right-angles prohibited, 133. 

Kerbing in new streets, 74. 

Kitchens in common lodging-houses, 57. 

Knackers’ Yards, licensing of, 178. 

Lairs, in connexion with slaughter-houses, 173. 

Lancet Sanitary Commission, 51. 

Land Commissioners of England, buildings exempted under, 69. 

Langdon v. Broadbent, 45 . 

Lath-and-plaster partitions, not controlled by byelaws, 98. 

Law officers opinion, 4 ; on meaning of common lodging-house, 42 ; on common 
lodging-house regulations, 47. 

Lecture room, a public building, 66. 

Legal objection to byelaws, 4. 
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Leuckart, Professor, on Parasites in man, 189. 

Length of walls, mode of measurement of, 86. 

Letter to urban authorities, 1 ; of Local Government Board, 25th July, 1887, 

Level of new streets, 72. 

Licence of slaughter houses, 172 . to erect a slaughter-house, 179; to use a 
slaughter-house, 181 ; for slaughter house, form of, 182 ; for slaughter- 
house, form of, 184. 

Licensing of knackers’ yards, 178. 

Local Acts, byelaws under, 6. 

Local Government Act, 1858 , 177 • 

Local Government Board, approval of byelaws, 6 ; letter to Rural Authorities, 
10; power of, to order cleansing of privies, &c., 17 : memorandum on 
c ommon lodging-houses, 4 1 . 

London County Council and metropolitan slaughter-houses, 174 and 224. 

Low-lying Sites for new buil lings, regulations as to, 77. 

Lowest stores of building to be capable of being drained, 130. 


Manchester, experience <>t ihe drainage of piiwes at, 153 

Manufactories, <>7. 

Married Couples in common lodging houses, 50 

Masonry walls, due kness to?. 00 • 

Masters r Pontypool Local Board. 16S 

Materials, , tor (hams. 130 and construction of cross walls, X2. 

-fmuxde and others r Baildon Local Board, 72. 

Maximum height of chimnexs ahoxe toof, 1 11 : si/e lor ashpits, 154. 

Mayor of Sunderland ;• Brown, 72 

Means of access slunild be proMcled to clialiis, 137. 

Measurement Of length ot walls 86 . of height ot stoiexs, 86, of height of 

walls, 86. 

Medical Officer ot I'nw ('omuil upoits, 21. 

Memorandum ot Loc-al (lox eminent Board. 17, 25 . as to h\ claws relating to 
cleansing. 17. 19: as to common lodging house byelaws. 41 : as to byelaws 
under section 157 ot Public Health Act, 1875. 63. as to slaughter- 
houses, 1 7 1 

Merchant Shipping (Fishing Boats) Act, 1883 , 60. < see 48;, 221. 

Metal holdfasts near tines, 1 1 2. 

Metropolitan Board Ot Winks and slaughter-houses. 174 and 224; require 
aunts as to open space about buildings, 117 ; police district and cleansing 
byelaws, 23 , police distort, 31, 32 ; police and common lodging-houses, 48 
police regulations, 58 

Mining buildings, exemption of, 09. 

Minimum height foi chimney* above root, m ; size for ventilating openings 
in drains, 135 ; si/e for windows of waterclosets and earthclosets, 142. 

Model Code, alterations m, S. 

Movable receptacles, cleansing of, 21. 
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New streets, sewerage of, 3. 

New streets and buildings, byelaws with respect to. 66 , penalties for offending 
against the byelaws, as to, 167. ' 

Newspapers, notices in, 6. 

Night scavenging, 30, 31. 

Notice, plans and description of intended new building, 161 ; ns to closing 
buildings unfit for human habitation, 156; to be given of completion ot 
new street, 166; of commencement of new street or building, 164; and 
plan of intended new street, 160 , to be given before covering up anv sewei 
or drain or any foundation of a building, 164 ; of completion of amendment 
of work in contravention #f byelaws, 165 : to be given of completion of new 
building, 166 ; to amend w'ork in contravention of byelaws, 146. 

Notices in newspapers, 6 ; in common lodging-houses, 5c;. 

Nuisances in slaughter-houses, 174; in common lodging-houses. 53: from 
refuse, &c., 20 ; byelaws as to, 25, 29 ; suppression of, 7. 


Cfccupation of slaughter-house, 181 

Occupiers and refuse removal, 19. 

Offences against byelaws, 6. 

Officers, access to slaughterhouses, 186. 

Openings in external walls, 99; in party walls prohibited, 105 , lm xentilntors, 
&c., into chin^jiey flues, i 12. 

Open-Space about buildings, requirements m the metropolis as to, 117. about 
buildings on sites tapering to the rear, 124 : 111 front of buildings, 11 \ : at 
side of buildings, j 16 ; about buildings not aftei wauls to be built upon, 1 14, 
116, 125, about buildings in the case- of sites adjoining tun Muets 
meeting at an acute angle, 1 1 9 . ^commendations b\ the Kcn.il^onT" 
mission on the housing of the working < lasses, 1KK4, as to, 119. about 
buildings, windows to oveilook. 1 j(> . about re-erected buildings on cornel 
sites, 122 ; about buildings on sites of shallow depth, 120; stables may be 
exempted from requirements as to, 117; about buildings, 114, at icni of 
buildings, 116. 

Orchard houses, exemption of, on. 

Owners, removal of filth b>, 33. 

Ownership of plans of new streets and buildings, 160, 163. 

Out-buildings, 67. 

Pail closets, 2 r. 

Parapets in certain cases to external walls, 101 ; part) walls to have, 102 ; 
to party walls, if dispensed with wall must be carried up to roof-covering, 
103: to party walls may m some cases be dispensed will). 103; to be 
coped or otherwise protected from weather, 105. 

Parasites in man, 189. 

Pargeting of chimney flues, 108 

Parkes, Professor, M.D., F.R.S, on removal of filth from foundations of new 
buildings, 76. 

Partitions of lath-and-plaster not c ontrolled by In daws, 98. 

Party-wall, interpretation of, 66. 
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Party-walls of domestic buildings, thicknesses for external and, 87 ; of public 
buildings and buildings of the warehouse class, thicknesses for external and, 
93 ; to have parapets, 102 ; must be carried up to roof-covering if no parapet 
be provided, 103 ; recesses in external and, 105 : walls to have no openings 
left in them, 105 ; timber in, prohibition of, 106; ends of joists and 
beams in, 106 ; thickness of chimney backs in, 1 10. 

Paving of slaughter-houses, 173, 174. 

Payment for copies of byelaws, 6. 

Penalties, 6, 22, 23, 37, 192 , recovery of, 6 ; as to common lodging houses, 
59 ; for offending against the byelaws as to new streets and buildings, 167. 

Penitentiaries, exemption of, 68. • 

Pigs, and slaughter-houses, 190. 

Piggeries, distant e clause, 34 ; position of, 34, 35. 

Plant-houses, exemption of, 69. 

Plans of new streets and buildings, as to the ownership of, 160 ; and sections 
of intended new streets, 160; of new streets what they must show, i£o ; 
of new buildings what they must shenv, 161 ; sections and description of 
intended new buildings, 161 ; of new streets and buildings may be required 
to be in duplicate and diawn m ink on tracing cloth, 161. 

Position of waterclosets and earthc losets, 142. 

Poultry-houses, exemption of, 69. 

Pounds for animals, 189. 

Prefatory memorandum, 3. * 

Premises, removal of filth fiom, 32 . for cattle, 35 ; for horses, 35. 

Principal Secretaries of State, exemption of buildings erected by, 69. 

"Printing of byelaws, 6 r 

Prisons, exemption of, 68 

Privies, abolition of, 20 ; cleansing ot, 22 . in common lodging houses, 53 ; and 
earthclosets permissible under statute, 141 , tub-c losets have been recog- 
nized as, 142 , proximity to buildings, 148 , proximity to water supply, 149; 
must be so placed as to afford proper facilities foi scavenging, 149; venti- 
lation of 149 ; size ot movable receptacles for, 150; floors of, 150; with 
movable receptacles, construction of, 150 ; with fixed receptacles, con- 
struction of, 1 5 1 . maximum size for fixed receptacles in, 152; fixed 
receptacles to be wholly above ground, 152: not to communicate with 
drains, 153 : capacity of, 1 <>4. 

Privy Council annual report, 20 . office reports, 1865, 51, 58. 

Projection of footings to walls, 83 : of corbelled out chimney-breasts, 108. 

Proximity of timber to tines, 112; of metal holdfasts to inside of flues, 112; 
ot privies to buildings, 148 ; of privies to water supply, 149 ; of ashpits to 
buildings, and to water supply, 153; of cesspools to buildings, 155; of 
c esspools to water supply, 1 55, 

Public building, interpretation of, 66. ^ 

Publ ic hall, a public building, 66 

Public slaughter-houses, 192 ; Local Government Board on, 192; byelaw s as to, f 92. 

Public buildings and buildings of the warehouse class, thicknesses for external 
and party walls of, 93 ; ventilation of, 128 ; sewers should not be ventilated 
through house-drains, 132. 
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Public Health (Confirmation of Byelaws) Act, 1884 , 177, 222, 223. 
Public Health (Buildings in Streets) Act, 1888 (set. 2 13. 

Purity of air, need for, 33. 

Public Health Act, 1848 , 177. 

Public Health Act, 1875 (sec. 4), 67 ; (sec. 4), 130 : (sec. 4), 195 ; (sec. 23), 
196; (sec. 24), 196; (sec. 25), 197; (sec. 35), 20; (sec. 35), 197 ; (sec. 36), 

197; (secs. 35, 36 & 37), 141 ; (sec. 37), 198 ; (sec. 42), 17, 19 ; ^sec. 42), 

23; (sec. 42), 32; (sec. 42), 198 ; (sec. 43), 199 ; (sec 44)1 - ; (sec. 44), 
17; (sec. 44), 25 ; (sec. 44), 32 ; (sec. 44), 35 ; (sec. 44), 191 ; (sec. 44), 
199; (sec. 47 (3)), 156; (sec. 47), 199; (sec. 50), 27: (sec. 50), 27; 
(sec. 5c), 200: (sec. 76^ 42 ; (sec. 76), 200, (sec. 77), 200; (sec. 78). 
42 ; (sec. 78), 200; (sec. 79), 200; (sec. So), 41 ; (sec. 80), 49; (sec. 80), 
57 ; (sec. 80), 201 ; (sec. 81), 201 , (sec. 82), 201 . (sec. 82), 201 , (sec. 

83), 201 ; (sec. 84), 57 ; (sec. 84), 201 ; (sec 85), 45 ; (sec. 85), 201 ; (sec. 

86), 42 ; (sec. 86), 57 : (sec. 86), 202 ; (sec 87), 42 , (sec. 87), 202 ; (sec. 
88), 202; (sec. 89), 41 ; (sec. 89), 202 , (sec. 94), 202 ; (set' 95), 203 ; 

(sec. 96), 203; (sec. 102), 203; (sec. 116), 190; (set 116), 204; (sec. 

117), 204; (sec. 118), 205; (sec. 119), 205, (sec. 124), 57; (set. 124), 

205; (sec. 157), 3; (set'. 157), 63, (sec. 157), 206, (set 158), 163 168; 
(sec. 158), 64, 207 ; (sec. 159), 64, 67 , (set 159), 20 7 ; (set. 160), 207 ; 

(sec. 169), 3; (sec. 169), 208; (sec. T70), 208. (set. 182), 4, (set'. 182), 

6 ; (sec. 182), 10, (set. 1 82). 20S ; (set . 183), 6; (set. 1 83), 209 ; (sec. 184), 
6; (sec. 184), 8; (sec. 184), 11; (set'. 184), 13; (set. 184), 209; (set'. 
•185), 209 ; (sec. 1S6), j: ; (sec. 186), 210; (sec. 187), 7, (set'. 187), 

210; (sec. .ifcfc), 7; (sec. 188), 2^0; (set. 189), 7, (sec. 189), 210; 

(sec. 251), 210, (sec. 252). 21 1 ; (set:. 253), 211 ; (set. 251), 211 ; (set'. 

306), 7; (sec. 306), 12, (sec. 306), 211 , (set. 315), 7; (sec. 315), 12; 

(sec. 315), 212 , (sec. 326), 7 ; (set. 326), 12 ; (set'. 326), 2J2. 

Railway buildings, exemption of, 70. 9 

Rain-water, removal from roofs of, 113, 1 30 , pipes should be (list onnet tetl 
from drains, 140. 

Random-work walls, thnknevs foi, 99 

Ratepayers, byelaws open to their fnspet tion, 6 

Recesses in external and party walls, 105. 

Re -erection of buildings on corner sites, open space in the case of the, 122 ; 
of buildings, ©pen-space in front in the case of the, i 14. 

Refuse, &c.j nuisance from, 20 ; removal, iVr., by occupiers, 19 ; removal, &< 
by authorities, 19. 

Reg. v . Llewellyn, 53 
Reg. v. Rose, 5. 

Reg. v. Wood, 5. 

Reg. v. Brown, 76. 

Reg. v. West Cowes Local Board, 169. 

Registration of slaughterhouses, 172; of common lodging houses, 45; of 
slaughter-house premises, 185. 

Regulation of Chimney Sweepers and Chimneys Act, 1840 (set*. 6), 213. 

Regulations as to officers, 7 ; by local authority, 7. 

Removal of filth, hours for, 30 : ot house refuse, 15, 19 : of filth from founda- 
tions of new buildings, 76. 



Rendering inside of chimne) Hues, 108. 

Re-occupation of common lodging-house beds, 58 
Repeal of byelaws, 23, 37, 60. 

Return walls to be properly bonded together, 83. 

Revision of byelaws 7. 

Richardson (app.)z\ Brown (resp.), 68. 

Right-angled junctions in drains prohibited, 133. 

Risks and dangers of damp subsoil of sites of buildings, 76. 

Robinson r Barton, Eccles, &c., Local Board, 72. 

Roofing of filth receptac les, 30. 

Roofs, height of chimneys above, 111 ; lemoval ot rainwater from, 113, 130 ; 
covering of, 113; and chimneys of new buildings, byelaws with respect to 
the structure of walls, foundations, 75. 

Rooms, ventilation of, 4 , height of, 4 ; without fire-places, ventilation of, 127. 

Royal Commission on the housing of the working classes, 1884, recom- 
mendations as to open space about buildings, 1 19. # 

Royal Institute of British Architects, views of, 1. 

Rubble walls to be thicker than brick walls, 99. 

Rudland r. Mayor, Ac., of Sunderland, 75. 

Rural Authorities, ciicular lettei to, 10 , and piggeries, 35. 

Salt and snow, nnurious mixture, 29. 

Sanitary Authority, title ot, vS . mtet| notation of, 67 
Saunders < r/w/vv, 5^. 

""School, a public building, 06. * 

Schools, influenc e ot filth depots on, 33. 

Sculcoates Rural District, special regulation as to low -lying sites for 
buildings in, 77. 

Scullery Milk in basement, waste-pipe fiom, 140. 

Sealing of h\ claws. 13. 

Sectional areas of four-inch and six-inch drain pipes, 131. 

Sessions House, exemption 01, 68 

Sewer, interpretation of, 07 . notice to be given before covering up, 164. 
Sewerage of new streets, 75. 

Sewer-air to be excluded from house drains, 132. 

Sexes, separation of, in common lodging houses, 50. 

Shiel (app.) r. Mayor of Sunderland (resp.), 162. 

Shops, 67. 

Sidings and filth depots, 33. 

Simon, Sir John, F.R.S., 2c. 

Site of building, drainage of, 12S. 

Sites impregnated with feecal matter, 75 ; of new buildings, filth to be removed 
from, 75 ; of new buildings to be covered with concrete, 76 ; tapering to 
the rear, open s|iace about buildings on, 124. 



Size of chimney flues, 108 , of windows in habitable rooms. 127; for drains, 
J 3°> f° r soil-pipe of watercloset, 139; of window for waterclosets and 
earthclosets, 142 ; of ashpits, 154 

Skins in slaughter-houses, 190. 

Skylight cannot bj substituted for window in w.itordoset or oartlicloset. 14J. 

Skylights not regarded as windows, 127 

Slaughter-house, structure of premises. 173. meaning of licence for, 178; 
licence to cncupy a, 181 . foim of licent e loi, 1S2 . licence, duration of, 
182 : lic ence, extent of premises affec ted. 1S3 ; boundaries of piemises, 183 ; 
form ot licence for use of, 1S4, premises, icgiMr.ition of, 1S5. nuisances. 
Or. Ballard on. 186 ; access to, b\ officers, 1 X<>. 

Slaughter-houses, byelaws as to, 109 . nicmnumlum as to. 171 , icgisuation 
of, 172. licensing of. 172. water supph to, 173: laits in t onncxion with, 
173; approaches to. 173; drainage of, 173. walls of, 173; iclation of 
closets to. 173, prelnnmar\ inspection of, 173; distance troin dwellings, 
173 ; \entilation of. 173 , pa\ing of, 173. I)t. Ballard on, 174 ; nuisances 
in, 174; arrangements in, 1 75 , business in, 176. cleansing ot, 176, 191 ; 
nature of lie once for, 178. applic ation lor licence to erec t, 179: structural 
requirements of, 180, 181 . access to, b\ Comm.ttees, 186; provision of 
water to, 186 ; ventilation to be maintained. 1X7 . prevention of cruelty in, 
186, 1S7 , cleanliness of. iSS . repnu ot, iXS. drainage to be maintained, 
18S ; pounds toi animals, 1X9 , dogs not to be kept in, 1X9; keeping of 
animals in, 189; and danger ot paiasius, k S<> , and Knto/oa, 189, jugs not 
Ho be kept in, 190, and tuberc le, 190, keeping of fowls in, 190; and 
diseased ai>jim*ls, 190. skin and fit in, 190; and water supply, 190; 
vessels for blood in, 191 , penalties as to, 102 , public ones, 192 ; conditions 
of, in metropolis. 174, 224. 

Slaughtering, pain in, 187. 

Sleeping in lodging-house kitchens, 57 m ^ 

Slop-sinks, waste pipes from, 139. 

Smoke-pipes, distance of timber from, 113. m 

Snow, byelaw's as to, 25, 29 ; mixed with salt, 29. 

Soil-pipe of W.C. to be fixed outside building, 139 ; of W.C. not to be trapj>ed 
at foot, 139 ; of W.C., \ emulation of, 139 : of W.C., size for, 139 , of W.C. 
may be used for \entilatmg drams, 135. 

Stables, &c., to be drained, 36 ; may lie exempted from requirements as to 
open space, 117. 

Statutory Enactments and byelaws, 5. 

Stevens v. Gourley, 68. 

Storeys, mode of measurement of height of, 86. 

Street, notice to be given of completion of new, 166 ; who is the 44 person ” who 
lays out a new, case as to, 72 ; what is a new, case as to, 72 ; interpretation 
of, 67. 

Streets, and buildings, byelaws w ith respect to new, 66 ; removal of filth through, 
32 4 and buildings, memorandum of the Local Government Board as to 
byelaws with respect to new, 63 ; level of new% 72 ; intended for carriage 
traffic, 72 ; exceeding 100 feet in length to be laid out for carriage traffic, 72 ; 
width and construction of, 72 ; affording secondary access to houses, 73 ; 
not intended for carriage traffic, u'idth of, 73 ; entrances to new', 75 ; 
sewerage of new, 75. 
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Stretchers in brickwork, 79. 

Structural requirements of slaughter-houses, 180, x8i. 

Structure of walls, foundations, roofs and chimneys of new buildings, byelaws 
with respect to, 75. 

Subsoil drainage, 128. 

Summer-houses, exemption of, 69. 

Sunderland, Mayor of, v. Brown, 72. 

Support of chimney breast above chimney opening, 109. 

Suppression of nuisances, 7. 

Surveyor to have access to work for purposes of inspection, 166. 

Suspension of byelaws by sanitary authorities, 4. 

Swine, keeping of, in slaughter-houses, 221. 

Swine’s dung, 35. 

Tapering sites, open space about buildings on, 124. 

Tapeworms from dogs in slaughter-houses, 189. 

Taverns, kitchen c himney flues to have extra thick brickwork, 109 

Taylor v. Lyson, 182. 

Templates under ends of girders, 107. 

Temporary infectious hospitals, exemption of, 70. 

Terms, interpretation of, 66. 

Thatch as a roof-covering prohibited, 1 13. 

Theatre, a public building, 66. 

Thickness for cross-walls, 98 ; for walls built of materials other than brickwork, 
98 ; for masonry walls, 99 ; random work walls, 99 ; boulder work walls, 99 ; 
Hint work walls, 99 ; half timber work walls, 99 ; of brickwork about chimney 
dues at certain angles, no ; of brickwork about chimney flues, no; of 
c himney backs, 1 10. 

Thicknesses for external and party-walls of domestic buildings, 87 ; for external 
and party-walls of public buildings and buildings of the warehouse class, 93. 

Timber, distance from smoke pipes, 113 ; in party walls, prohibition of, 106 ; 
near flues, 1 1 2. 

Tinkler v. Wandsworth District Board, 20. 

Title of sanitary authority, 8. 

Tcenia Echinococcus and slaughter-houses, 189. 

Topmost storey, interpretation of, 66 ; storeys, mode of measurement of height 
of, 86. 

Towns Improvement Clauses Act, 1847 (sec. 128), 171, 177, 186, 191, 
215 : (sec. 202), 177 ; (sec. 74), 213 ; (sec. 80), 214 ; (sec. 125), 214 : (sec. 
126), 214; (sec. 127), 183, 185, 186, 215; (sec. 129), 186, 215; (sec. 130), 
216; (sec. 131), 190, 216. 

Town Police Clauses Act, 1847 (sec. 28), 188, 217. 

Transverse streets desirable for circulation of air, 73. 

Trap in waste pipe should be provided, / 40. 

Trichina and slaughter-houses, 190. 

Trough-closets with automatic flushing apparatus, 142. 
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Tllb-closetS recognized as privies, 142. 

Tubercle and slaughter-houses, 190. 

Tucker (app.) 7* Rees(respA 117, 162. 

Uncleanliness, evils of, 20 

Unsealing of nap. air-pipe to prevent the, 139. 

Urban Authorities, letter from Local Government Board, 1. 

Urine, daily amount of, 194. 

Value of dr\ earth, 21. # 

Ventilating openings in diains to have suitable covers, and to be of adequate 
135. 

Ventilators, openings into < lumnc\ flues foi inseition of, 112. 

Ventilation of rooms, 4, of common lodging houses, 55. of buildings, 114. 
of space beneath lowest boarded floor of building, 1 26 ; />f buddings by 
• windows overlooking open space, 126, of 100ms without fireplaces, 127. 
of public buildings, 128, of public' seweis should not he through house 
drains, 132 , of house drams, 131 . of drams.cases where the ventilating 
shafts may be dispensed with, 13S ; of soil-pipe of W.C., 139; waterdosets 
and eart+ii losets to ha\e special means of. 142 , of pi ivies, 149 ; of cess 
pools, 156, of slaughterhouses, 173. to be maintained in slaughter- 
houses, 187 

Vessels m slaughterhouses to be cleansed, 191. 

Waite v . Garston Local Board, 73 

Warehouse class of building, interpretation of, 67 ; class, thicknesses 
for external and pait\ walls of public biddings, and buildings of the, 93/ 

Waste-pipes not to disc lunge dnectl) o\er gul leys, 139, 140 ; how to dis 
charge, 139 , from scullery sink in basement, 140 , should be trapped, 140. 

Walls, foundaMons, roots and chmme>s of new buildings, h) claws with respect 
to the stru< ture of, 75 , materials and construction of external and party, 78 ; 
hollow, 79 to be built tiuc and plumb, 82 , materials and construction of 
c ross, 82 ; projection and height of footings to, 83 , return, to be bonded 
together, 83 ; damp pi oof course m, 84 , foundations of, 84 ; mode of 
measurement of height of, 86 , mode of measurement of length of, 86 ; 
when deemed cross, 86 of domestic buddings thicknesses foi external 
and party. 87, of public buddings and buildings of the warehouse c lass, 
thic knesses for external and party, 93 , openings in external, 99 ; wood 
work in external, 100 : chases in, 106 ; of slaughter-houses, 173. 

Wanstead Local Board r. Wooster, 35. 

Water supply to \V.(* to be distinc t from that foi domestic use, 143; waste- 
preventing cisterns suitable foi waterdosets, 143; supply to slaughter- 
houses, 173 ; to be provided for animals in slaughter houses, 186. 

Waterdosets in common lodging-houses, 52 ; and earthclosets to have special 
means of ventilation, 142 . and earthclosets to have external window*, 142 ; 
and earthclosets to be so placed as to have an external wall, 142 ; to have 
basin of proper material, shape, capac ity, &c\, 143 , water-supply for 
domestic use to be distinct from that for, 143 ; not to have any “container” 
and I) trap, 143; to have proper flushing apparatus, 143; long hopper- 
shaped basin prohibited for, 144. 
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Whitchurch ex parte , 53. 

Wholesomeness of common lodging-houses, 43. 

Width of streets not intended for carriage traffic, 73 . for carriageway in new 
streets, 74 ; and construction of new streets, 72 ; of street, interpretation 
of, 67. 

Window to vvatcrclosets and earthdo^ets, size of, 142. 

Windows to be made to open, 127 , to be provided in habitable rooms, 127 ; 
to overlook open-space about buildings, 126 ; in common lodging-houses, 55. 

Window-frames, \c„ to be set back in reveals, 101. 

Woodwork ill external walls, 100 , under < himne\ openings, 112 , near flues, 1 1 2 
Wood plates in part) -walls, prohibition of, 106 

Work done in contravention of byelaws may be cut into 01 pulled down. 167. 
Workhouse, a public building, 
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